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1958 1957 | % 
NET GENERATION® (Kwhrs in Thousands) 
hee ee ee ae vee 43,383,175 43,533,509 — 0.3 
Br I I PMID. 5 onc ccc ccc cccccscceccacbce en 11,608,222 10,814,381 + 7.3 
dca meet cats aviavb laa is .| 54,991,397 54,347,890 + 1.2 
ADD—Net Imports Over International Boundaries............... soot 212,519 362,490 —41.4 
pany Re ae ence yp tinea dak vies kes a 153,973 149,176 | + 3.2 
Less—Energy Used by Producer...............00..c0ece ee. ms 4 1,305,427 1,706,238 —23.5 
Net Energy for Distribution.......................... ..| 53,744,516 | 52,854,966 | + 1.7 
ee | 7,098,901 6,505,808 + 9.1 
Pees AES SO 
Sales to Ultimate Customers............................ ......| 46,645,615 | 46,349,158 + 0.6 
| | 
CLASSIFICATION OF SALES 
NUMBER OF CUSTOMERS—As of July 3ist | 
ain 5 4b 5.60 556.060 -cnsed sssia'ae nies seveeceeseee] 47,230,646 | 46,345,176 | + 1.9 
Rural (Distinct Rural Rates)........................ ‘ | 1,656,955 | 1,644,746 | + 0.7 
Commercial or Industrial: 
eT Pe eas head wanlceaia a 6,270,167 | 6,192,036 | + 1.3 
I ONE so osc cccessevesencccsiens standin oboe ed 312,940 | 307,166 | + 1.9 
ein pdinenecndavsdin ence yoni rales es 186,540 | 179,990 | + 3.6 
Total Ultimate Customers....................... | 55,657,248 54,669,114, | + 1.8 
KILOWATTHOUR SALES—During Month of July 
(Kwhrs in Thousands) 
ee ee : .eesses{ 12,415,967 | 11,709,410 | + 6.0 
Rural (Distinct Rural Rates)...................... peerneelt 1,244,169 1,258,204 — 1.1 
Commercial or Industrial: 
re ‘i 8,915,173 8,585,812 + 3.8 
ES inicecciebccsvececeanhanwe dav ..| 22,260,580 23,068,280 — 3.5 
y wrseag wy ears ggg a 388,896 356,874 + 9.0 
RUG RIN PUMUEIIREIO cnc nice ccaccccswccececcs wow 1,073,763 995,096 + 7.9 
Railways and Railroads: 
Street and Interurban Railways...................... _ 158,862 173,402 — 8.4 
I can sat aciscwaseseaavcioaan ae 125,526 142,343 —11.8 
I aN oig oN, ci wiaeidic cinin wsiaicina eidadiee'vs aa'nicd + 62,679 59,737 + 4.9 
Total to Ultimate Customers................ i 46,645,615 46,349,158 + 0.6 
Revenue from Ultimate Customers (Thousands)...................... | $805,925 $777,509 + 3.7 
RESIDENTIAL OR DOMESTIC SERVICE 
AVERAGE CUSTOMER DATA—for 12 months ended 
July 31, 1958 | 
Kilowatthours per Customer..................0000000. : | 3,300 3,082 + 7.1 
Noelle Six nie Sg atacand cao cnanse das aes nd ne ‘al $83.49 $79.52 + 5.0 
MONWONUNG DEE MOWREINOUE . nw occ ccc ccccccccoceseecees bee 2.53¢ 2.58¢ — 1.9 

















* By courtesy of the Federal Power Commission. 
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HE EDISON ELECTRIC INSTITUTE 
BULLETIN is published monthly by 
the Edison Electric Institute, an as- 


) sociation of electric light and power 


companies in the United States and 
its territorial possessions. Its affiliate 
members consist of members of the 
Canadian Electrical Association and 
private electric utilities in Latin 
America and contiguous islands in 


> the Western Hemisphere. 


The objectives of the Edison Elec- 


} tric Institute are: 


a 


Saba Sh telcatdioiank bal aaeaee 


ion esse 


Bm is 8 SE cle Mat IE NS 





POV IER ESN 


aa REV SIE BI LOIN TM Aa 










The advancement in the public 
service of the art of producing, 
transmitting, and distributing elec- 
tricity and the promotion of scien- 
tific research in such field. 


The ascertainment and making 
available to the members and the 
public of factual information, data, 
and statistics relating to the elec- 
tric industry. 


To aid its operating company 
members to generate and sell elec- 
tric energy at the lowest possible 
price commensurate with safe and 
adequate service, giving due regard 
to the interests of consumer, in- 
vestor, and employee. 


Closing date for the BULLETIN is 
the tenth of the month preceding the 
month of issue. 


Manuscripts and correspondence re- 
lating to the BULLETIN should be 
addressed to the Editor, Edison Elec- 
tric Institute, 750 Third Ave., New 
York 17, N. Y. 


The Edison Electric Institute does 
not assume responsibility for, nor 
necessarily endorse or approve, state- 
ments made by contributors to the 
BULLETIN. 


Subscription price of the BULLETIN 
is $2.00 per year in the United States; 
$3.00 per year in foreign countries. 


Entered as_ second-class matter, 
August 17, 1933, at the post office at 
Philadelphia 2, Pa., under the act of 
March 3, 1879. Publication office, 
56th and Chestnut Sts., Philadelphia 
39, Pa. Editorial office, 750 Third 
Ave., New York 17, N. Y. Volume 26, 
No. 9, 1958. 
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CONVENTIONS AND MEETINGS 





1958 

OCTOBER 

1- 3 Indiana Electric Association Annual Convention, 
French Lick-Sheraton Hotel, French Lick, Ind. 

1- 3 Missouri Valley Electric Association Sales & Rural 
Conference and Home Service Workshop, Presi- 
dent Hotel, Kansas City, Mo. 

1- 3 PIP Workshop Conference, Radisson Hotel, Minne- 
apolis, Minn. 

2 PIP Inter-Regional Committee Meeting, Radisson 
Hotel, Room 115, Minneapolis, Minn., (5:30-7:00 
p.m.) 

2- 3 EEI Statistical Committee, The Homestead, Hot 
Springs, Va. 

2- 3 PEA Fall Meeting, Structures & Hydraulics Com- 
mittee, Hotel Bethlehem, Bethlehem, Pa. 

5- 7 Annual Meeting Inter-Industry Farm Electric Utili- 
zation Council, Statler Hotel, Buffalo, N. Y. 

6- 8 EEI Prime Movers Committee, Hotel Statler-Hilton, 
Buffalo, N. Y. 

8- 9 EEI Commercial Division Executive Committee, 
Hotel Roosevelt, NYC. 

9-10 EEI Power Survey Committee, EEI Headquarters, 
NYC 

9-10 EEI Transmission & Distribution Committee, Hotel 
New Yorker, New York City 

9-10 PUAA Region 8 Meeting, Wichita, Kans. 

13-14 EEI Electrical System and Equipment Committee, 
Hotel Barringer, Charlotte, N. C 

15-16 EEI Insurance Committee, Penn Sheraton Hotel, 
Pittsburgh, Pa. 

15-16 5th Annual EEI Area Development Workshop, Hotel 
Somerset, Boston, Mass. 

15-17 Wisconsin Utilities Association Electric and Gas 
Operations & Sales Convention, Schroeder Hotel, 
Milwaukee, Wis. 

16 Oklahoma Utilities Association Electric Light and 
Power Division Conference, Eastern District, 
Western Hills Lodge, Lake Sequoyah, Wagoner, 

kla. 

16-17 PEA Prime Movers Committee, Skytop Lodge, 
White Haven, Pa. 

16-17 PUAA Region 3 Meeting, Lexington, Ky. 

17 EEI Area Development Committee, Hotel Somerset, 
Boston, Mass. 

17 Oklahoma Utilities Association Electric Light and 
Power Division Conference, Western District, 
Lawtonian Hotel, Lawton, Okla. 

20-21 PEA Communications Committee, Benjamin Frank- 
lin Hotel, Philadelphia, Pa. 

20-21 Southeastern Electric Exchange Engineering & Op- 
eration Section, Hotel Roanoke, Roanoke, Va. 

22-24 EEI-AGA Taxation Accounting Committee, Tides 
Hotel and Bath Club, St. Petersburg, Fla. 

24 Oklahoma Utilities Association Accounting Section 
Conference, Burlingame Hotel, Bartlesville, Okla. 

28-29 EEI Home Service Committee, Chase Hotel, St. 
Louis, Mo. 





1958 

30-31 PUAA Region 4 Meeting, Chicago, IIl. 

30-31 Southeastern Electric Exchange Accounting Confer- 
ence, Roosevelt Hotel, New Orleans, La. 

31 EEI-AGA Electronics Planning Committee, South 
Room, Hotel Commodore, New York City, NY. 

NOVEMBER 

5- 7 New Jersey Utilities Association Annual Meeting, 
Seaview Country Club, Absecon, N. J. 

6- 7 PEA Fall Meeting, Relay Committee, Americus 
Hotel, Allentown, Pa. 

10-12 EEI Accident Prevention Committee, Hotel McAlpin, 
NYC 

10-14 NEMA Annual Meeting, Traymore Hotel, Atlantic 
City, N. J. 

12-14 Southeastern Electric Exchange Sales Section, Bilt- 
more Hotel, Atlanta, Ga. 

13-14 EEI Commercial Cooking & Water Heating Com- 
mittee, Pittsburgh, Pa. 

13-14 Electric Council of New England Annual Confer- 
ence, Hotel Somerset, Boston, Mass. (Members 
Only). 

17-18 EEI-AGA Internal Auditing Committees, Sheraton- 
Jefferson Hotel, St. Louis, Mo. 

17-20 NARUC Annual Convention, Westward Ho Hotel, 
Phoenix, Ariz. 

18-20 American Standards Association, Roosevelt Hotel, 
NYC 

19-21 EEI Industrial Power & Heating Group, Pittsburgh, 
Pa. 

20-21 EEI Commercial Lighting Committee, Cleveland, 
Ohio 

24-25 EEI-AGA General Accounting Committees, Atlanta 
Biltmore Hotel, Atlanta, Ga. 

24-25 EEI-AGA Plant Accounting and Property Records 
Committees, Atlanta Biltmore Hotel, Atlanta, Ga. 

30- 

Dec.5 American Society Mechanical Engineers Annual 
Meeting, Statler & Sheraton McAlpin Hotels, 
NYC 

DECEMBER 

1- 3 EEI-AGA Electronics Seminar, Commodore Hotel, 
NYC 

3- 4 EEI Street Lighting Committee, Hendersonville, 
N. C. 

4 EEI Industrial Relations Committee, EEI Head- 
quarters, NYC. 

4- 5 EEI-AGA Customer Accounting Committees, Bel- 
mont Plaza Hotel, NYC. 

8- 9 EEI-AGA Customer Collections Committees, At- 
lanta Biltmore Hotel, Atlanta, Ga. 

8- 9 EEI-AGA Customer Relations Committees, Atlanta 
Biltmore Hotel, Atlanta, Ga. 

8- 9 EEI-AGA Accounting Employee Relations Commit- 
tees, Atlanta Biltmore Hotel, Atlanta, Ga. 

11 EEI-AGA Depreciation Accounting Committees, 

‘ Boardroom, AGA Headquarters, NYC. 
12 EEI-AGA Depreciation 


Accounting Committees, 
Rooms 1-2, EEI Headquarters, NYC. 
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EEI Board of Directors adopted a resolution which 

will implement the streamlining of the Insti- 

tute committee structure and facilitate the administra- 
tion of committee work. 

The resolution followed a report based on a compre- 

hensive review and study of EEI committee organiza- 


A its meeting in New York, September 11, 1958, the 


> tion and functions by the General Division Executive 


Committee, under the chairmanship of Allen S. King, 
Institute vice president. Other members of the Com- 
mittee are E. W. Doebler, S. R. Knapp, C. E. Kohlhepp 
and D. C. Luce. 

In reporting to the Board, Mr. King noted that the 
most important recommendation of his committee was 
the creation of a new division, the Customer, Employee 


» and Investor Relations Division. The new division will 
' direct its efforts toward building good relations with the 
people so important to the electric power industry. It 


has been said that our business is people serving people; 


| the creation of this new division underscores that fact, 

| and will provide the industry with a much-needed source 

' of information and research on problems arising in this 
field. 


Four Committees Form New Division 


Initially, this division will be composed of four com- 
mittees. One is the Employee Relations Committee, 
formerly the Industrial Relations Committee of the 
General Division. Operating under an expanded scope, 
the Employee Relations Committee embarks on new 
responsibilities in dealing with the full range of rela- 
tionships between the company and those who work for 
it. 

General guidance and policy considerations of the 
Customer, Employee, and Investor Relations Division 
will be the responsibility of its Executive Committee, 
» to be composed of chief executives of member. companies 
appointed by the president of the Institute. The 
Executive Committee, under the chairmanship of Charles 





——————————————————————— 





EEI committee structure streamlined; Board forms 
new division for Customer, Employee and Investor 


Relations and approves establishment of Manage- 





EEI Committees Continue Progress 
in New Administrative Framework 


E. Oakes, Chairman of the Board of Pennsylvania Power 
& Light Co., will also furnish liaison between the Board 
and the committees of the division. 

To handle the investor aspect, the Financing and 
Investor Relations Committee was transferred from 
the General Division, and its title shortened to “Investor 
Relations Committee.” It will continue its work dealing 
with relations between the company and stockholders, 
bondholders, and the financial community. 

Work in the customer relations field will be handled by 
the Customer Relations Committee, a newly created 
committee. Kimball Jack, Vice President of The Wash- 
ington Water Power Co., will serve as chairman; mem- 
bers of the committee will be announced shortly. 

In order to distinguish it from the newly created 
committee, the present Customer Relations Committee 
of the Accounting Division has been re-titled “Account- 
ing Division Customer Relations Committee.” 


New Management Economies Committee 


In response to a growing need in the industry, the 
Board also approved the formation of a Management 
Economies Committee, which will report directly to the 
Board. Its function will lie in the area of high-level 
management problems. Streuby L. Drumm, President 
of West Penn Power Co., is chairman of the new com- 
mittee. President Corette has appointed an eight-man 
committee to lay out the scope of this committee and to 
recommend an initial slate of members for approval by 
the Board. 

The resolution also provided that five committees, 
formerly of the General Division, would report directly 
to the Board of Directors. They are the Committee on 
Atomic Power, the Membership Committee, Regulation 
Committee, Special Tax Policy Committee, and the Com- 
mittee on Relations with Educational Institutions. It was 
pointed out at the Board meeting that this change was 
little more than a formality, since these committees had, 
in effect, always reported directly to the Board. 
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October, 
Another effect of the resolution was the transfer of impressive characteristics of EEI are not in the physica] 
the Area Development Committee from the General to bulk of its reports, but in the quality and spirit of them, 9 
the Commercial Division. In most member companies, In our industry we have no trade secrets and EE] jy 
area development work is carried on as a part of the truly a repository and clearing-house for ideas. Other 
sales function. This move helps place EEI committee organizations and individuals interested in the electric 
structure more in keeping with the usual company industry view the Institute as a source of accurate and 
practice. comprehensive data. In many ways the Institute is 4 _ 
The Transportation Committee works in a field more sort of ‘industry image’ whose record and reputation for : 
technical than other General Division committees. Its cooperation and forward-looking achievement in the in} DU?! 
work is of an operational nature; accordingly, it was terests of the people we serve can be a source of pride} '¢ 
to all of us.” numbe: 


transferred to the Engineering and Operating Division. 

The requirement that the Institute vice president 
serve as chairman of the General Division Executive 
Committee has been dropped. It was felt that the duties 
of the vice presidential post were sufficient in themselves 
and that the Chairman of this Executive Committee 
should be appointed as in the other divisions. Philip A. 
Fleger, Chairman of the Board and President of Du- 


The generous contribution of time and effort by the} its @88 
committee members is the principal factor in the develop. ing - 
ment of the Institute as a dynamic “industry image.” atomic 
Their continued performance to meet new industry chal @ LINDSE 
lenges in the future, as in the past, with intelligence Blectri 
perseverance, devotion, and—above all else—absolute Chairn 
cooperation will assure the continuance of the industry's In t 
achievement, and the continued growth of EEI’s stature | °¥7V°" 








quesne Light Co., has been named to head this committee. determ 
The General Division Executive Committee will here- Committees Guided by Board of Directors utility 
— follow ~ practice of meeting annually with the The Committees of Edison Electric Institute are nuclea: 
chairmen of the various committees in the Division to . : , De : a e fir 
discuss problems and provide a means of communication — gyda — wd povbariggg — ~— oo ain 

7 manship of the Institute President. Chief executives of é 
with the Board. ; ; member companies largely make up the staff of the Board | P@™°. 
Through its.committees, numbering over 60, EEI pro- Each year one-third of the members are elected for 4 the Joi 
vides the means for exchanging ideas and experiences, three-year term. The Advisory Committee, composed of Atomic 
and for pooling information and data from all parts of member company chief executives, acts et a consultant On - 
the industry and is a major source of assistance to its us Sen Secidiths on ebbore of induatey pelley. on beh 
member companies. The Institute objectives are carried Presented here briefly is a survey of nlite acti Power, 
out by some 1800 EE] committee members. Backed by uled by four of the committees reporting directly to the} hearin 
the unselfish cooperation of their company organizations, Board, the General Committees and Engineering and 0p. Be Ate 
these committeemen contribute their specialized knowl- erating Division Committees for the administrative year with s 
edge and understanding to a wide range of subjects of 1958-59. A similar survey of hnewibtinn Commenill ergy 4 
high aeepenanes to the industry's progress. z and Customer, Employee and Irivestor Relations Divi- these : 
As EEI President Corette recently noted, “the most sions plans will be presented in the November BULLETIN. alee 
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i A discussion of electric utility com- 
) pany progress in nuclear power devel- 
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+ on Atomic 
evening 
' Power Conference which was held in 
: Chicago. The program was devoted to 
E a description of electric utility com- 
| pany activities in the development of 
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Committees of the Board of Directors 


Committee on Atomic Power 


During the past year the Commit- 
tee on Atomic Power engaged in a 
number of activities in carrying out 
its assignment of furthering continu- 
ing industry-wide relations with the 
atomic energy enterprise. ELMER L. 
LINDSETH, President, The Cleveland 
Blectric Illuminating Company, is 
Chairman of the Committee. 

In the fall of 1957 the committee 
surveyed EEI member companies to 
determine investor-owned electric 
utility company expenditures for 
nuclear power development. This was 
the first such survey made and the 
results were sent to member com- 
panies and subsequently presented to 
the Joint Congressional Committee on 
Atomic Energy. 

On March 4, 1958, Mr. Lindseth, 
on behalf of the Committee on Atomic 
Power, represented the Institute at 
hearings before the Joint Committee 
on Atomic Energy held in accordance 
with section 202 of the Atomic En- 
ergy Act of 1954. The purpose of 
these hearings is to obtain informa- 
tion on the development, state and 


opment during the previous year was 
presented, along with views on cer- 


' tain policy matters relating to such 
| development. 


On March 26, 1958, the Committee 
Power sponsored the 
session of the American 


nuclear power and included presenta- 
tions by a number of utility company 
executives on the status and progress 
of their respective projects. 

In the spring of 1958, the Commit- 
tee prepared a paper entitled “Nuclear 
Power Program of Investor-Owned 
Electric Utility Companies in the 
United States.” This paper was sub- 
mitted to the United Nations and 
iubsequently accepted for inclusion in 
‘he proceedings of the Second Inter- 
tational Conference on Peaceful Uses 
Vf Atomic Energy which was held in 
Yeneva, Switzerland, September 1-13. 


At the June 9, 1958, EEI Board 
meeting, the Committee on Atomic 
Power recommended that EEI sponsor 
an exhibit in conjunction with the 
Second International Conference on 
Peaceful Uses of Atomic Energy. 
This recommendation was approved 
and the exhibit subsequently planned 
and carried out. The exhibit de- 
scribed electric utility company par- 
ticipation in nuclear power develop- 
ment. 

Looking ahead, the committee plans 
to continue its surveillance of the 
nuclear power field, prepare policy 
recommendations to the EEI Board 
of Directors when appropriate, and 
undertake such other activities as are 
consistent with its responsibilities. 


Chairman ELMER L. LINDSETH has 
been President and Director, The Cleve- 
land Electric Illuminating Co., since 1945. 
Joining the Illuminating Company in 
1923, Mr. Lindseth worked his way up 
rapidly, becoming in 1945 the youngest 
chief executive in its history. He is a 
board member of the B. F. Goodrich Co., 
the Equitable Life Assurance Society 
of the United States, and the National 
City Bank of Cleveland; he is a past 
president of the Cleveland Chamber of 
Commerce. He has been active in EEI 
wcrk for many years, serving in a va- 
riety of capacities. In 1949-50 Mr. Lind- 
seth was President of Edison Electric 
Institute. Since then he has served two 
years as a member of the EEI Advisory 
Committee, and six years as a member 
of the EEI Board of Directors. 





ELMER L. LINDSETH 


Chairman of the Committee on 
Atomic Power 


Committee on Relations with 
Educational Institutions 

The Committee on Relations with 
Educational Institutions, under the 
chairmanship of SHERMAN R. KNAPP, 
President of The Connecticut Light & 
Power Co., is basically concerned with 
the problem of scientific and technical 
education in the United States and 
its implications for the nation and 
the electric power industry. 

It is the function of the Committee 
to study and report on the various 
means whereby more. students 
throughout the country might become 
interested in a_ scientific education 
and an increasing number of able 
engineering students might become 
interested in careers in the power 
industry. 

As a means of providing students, 
teachers, guidance counselors, and 
members of the general public with 
a comprehensive, positive, and non- 
controversial picture of the electric 
industry, the Committee has under- 
taken the development of a 32-page 
illustrated booklet. It will present in 
an authoritative, readable and at- 
tractive manner the dramatic role 
the industry has in the nation’s 
progress and the great opportunities 
in the industry’s future. Publication 
of the booklet is planned for late fall, 
and it will be available for purchase 
by EEI member companies. 





SHERMAN R. KNAPP 


Chairman of the Committee on Rela- 
tions with Educational Institutions 
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Chairman SHERMAN R. KNaApP?P is Pres- 
ident and a Director of The Connecticut 
Light & Power Co. He joined the utility 
in 1928, immediately after his gradua- 
tion from Cornell University. Through 
steady promotions, he rose to executive 
vice president in 1949, and in 1952 was 
elected president and a director. Vice 
president and director of the Yankee 
Atomic Electric Co., he serves also as 
chairman of the Atomic Energy Com- 
mittee of the Manufacturers Association 
of Connecticut. Mr. Knapp is a director 
of several companies and is a trustee of 
The Connecticut Bank and Trust Co., 
Connecticut College, and the Connecticut 
Public Expenditure Council. 


Membership Committee 
The Membership Committee, under 
the Chairmanship of EARLE 5S. 
THOMPSON, The West Penn Electric 
Co., is responsible for receiving and 
examining all applications for mem- 
bership in the Institute. The Commit- 





EARLE S. THOMPSON 


Chairman of the Membership 
Committee 


kingineering and Operating Division Committees| 


Engineering and Operating Divi- 
sion Executive Committee 

The Engineering and Operating 
Division Executive Committee, under 
the Chairmanship of W. L. CHAD- 
WICK, Southern California Edison 
Co., will continue to serve as the 
coordinating group for the six com- 


mittees in this Division, namely, 
Hydraulic Power, Prime Movers, 
Electrical System and Equipment, 


Transmission and Distribution, Me- 
ter and Service, and Transportation. 
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tee makes its recommendations and 
reports directly to the EEI Board of 
Directors. 


Chairman EARLE §S. THOMPSON is 
President and a Director of The West 
Penn Electric Co. He was with the Na- 
tional Fire Insurance Co. and Horn- 
blower & Weeks before joining the 
American Waterworks and Electric Co. 
in 1923. In 1938 he was elected presi- 
dent and a director of the latter com- 
pany, predecessor to West Penn Elec- 
tric. Among the companies of which Mr. 
Thompson is a director are Monongahela 
Power Co., Potomac Edison Co., Wind- 
sore Coal Co., West Penn Railways, City 
Bank Farmers Trust Co., and the Ritz- 
Carlton Hotel. 


Special Tax Policy Committee 

The Special Tax Policy Committee, 
under the Chairmanship of DONALD 
S. KENNEDY, Chairman and President, 
Oklahoma Gas and Electric Co., is 
concerned with the many aspects of 
taxation as they affect the electric 
utility companies. 

In addition to its interest in taxes 
imposed directly upon _privately- 
owned utility companies, this Com- 
mittee also keeps alert to such mat- 
ters as the existing unfairness to 
customers of privately-owned utili- 
ties, because of negligible or non- 
taxation of public bodies, coopera- 
tives, and municipalities engaged in 
the generation, transmission, or dis- 
tribution of electric energy. 

Double taxation of corporation 
dividends, the high income tax rates, 
the large amount of Federal property 
which is not subject to taxation by 


state and local governments, and 
the use of tax-free securities for 
financing electric systems, are of 


It will also serve these committees in 
deciding policy questions within the 
over-all policies of the Institute, and 
in answering broad engineering ques- 
tions. 

One question which has been raised 
by one committee, and which will be 
considered at the first meeting of the 
Executive Committee, is whether the 
interests of the member companies, 
so far as system planning is con- 
cerned, are being adequately served 
by the present committee coverages. 

Two meetings of the Executive 


October, 1953 


concern to the Special Tax Poliey 
Committee. It also attempts to keep 
informed on the tax policies of othe; 
trade organizations. 


Chairman DONALD S. KENNEDY, Presi. 
dent and Chairman of the Board gf ff 
Oklahoma Gas and Electric Co., joined 
the company in 1923 as a_ bookkeeper, 
He progressed through the ranks tf 
traveling auditor, division auditor, assis. | 
tant to the treasurer, treasurer, vice f) 
president, executive vice president, and |) 
assumed his present position in 1949, 
A graduate of the University of Arizona, 
he was awarded the honorary degree of 
Doctor of Laws by Oklahoma City Uni- 
versity in 1958. He served as EEI preg. 
dent in 1956-57 and was re-elected for 
1957-58. This position was resigned in 
Dec., 1957, due to increased responsibili- fj 
ties at OG&E. An active participant in 
the industrial development of Oklahoma, 
he serves on the Governor’s Economic 
Development Commission, and has been 
president of the Oklahoma City Chamber 
of Commerce, and president of the Okla. 
homa City Community Chest. 
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DONALD S. KENNEDY 


Chairman of the Special 
Tax Policy Committee 


Committee will be held during the 
year, one on Oct. 30, 1958, and an- 
other probably in April, 1959. At 
each meeting of the Executive Com- 
mittee, the 21 members will have the 
advantage of the participation and 
the counsel of the six committee 
chairmen on matters involving coor- 
dination of the work and coverage of 
their several groups. To assist in this 
coordination, each committee chair- 
man will report at the October meet- 
ing on the year’s objectives of his 
group. 
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W. L. CHADWICK 
Chairman of Engineering and Operat- 
ting Division Executive Committee 


Chairman W. L. CHADWICK is Vice 
President, Southern California Edison 
Co. He received his education at the 
University of Redlands and has been 
with his company in various capacities 
since 1922, with the exception of six and 
one-half years between 1931 and 1937 
when he served with the Metropolitan 
Water District of Southern California. 
He was chairman of the Prime Movers 
Committee during 1954-1955, and has 
been a member of the Engineering and 
Operating Division Executive Commit- 
tee since that time. 


Electrical System and Equipment 
Committee 


The Electrical System and Equip- 
ment Committee, under the Chair- 
manship of D. W. TAYLOR, Public Ser- 
vice Electric and Gas Co. of New 
Jersey, is proceeding with its plans 
under the same policies and principles 
and with the same organization of 
subcommittees that have been devel- 
oped and found so effective over the 
years. 

R. G. MEYERAND, Union Electric 
Co., St. Louis, is the Vice Chairman. 


The Subcommittee on System En- 
gineering and Operation, under the 
Chairmanship of V. J. HAYES, of The 
Connecticut Light & Power Co., will 
continue its studies on three active 
subjects: intersystem power exchange 
practices, protective relaying, control 
and communication systems, and 
System operation, each with sponsors 
Selected to review and report on the 
latest improvements and _ develop- 
ments. 

The Subcommittee on Equipment 
and Station Operation and Mainte- 
nance, under the Chairmanship of R. 
M. PENNYPACKER, Philadelphia Elec- 
tric Co., will actively follow the test- 
ing, operation, and maintenance of 
electrical equipment, together with 
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fire-fighting practices and _ safety 
rules and regulations. Subjects under 
study include the latest developments 
in testing of large generators and the 
increased use of d-c testing. 

The Subcommittee on Equipment 
and Station Design, with K. L. 
WHEELER, The Cleveland Electric II- 
luminating Co., as Chairman, will 
keep the Committee advised of ad- 
vances and improvements in equip- 
ment and station design, switchgear 
and switchboards, circuit breakers 
and rotating machinery. Also, by rep- 
resentation on many joint committee 
activities such as the various ASA 
Standards Committees, the member- 
ship is kept advised as to their ac- 
tivities and has a voice in their 
actions. 

The Subcommittee on System Plan- 
ning, under A. P. FUGILL, The De- 
troit Edison Co., has under considera- 
tion for publication a report on “Eco- 
nomic Comparison of Alternate 
Plans.” “System Planning of Reactive 
Supply” was recently published. Now 
in process is a report on “Generator 
Planning Procedures” and studies are 
proceeding on outage and interrup- 
tion records and computer program- 
ming. 

The Subcommittee on System and 
Equipment Troubles, with F. J. 
BERGER, Philadelphia Electric Co., as 
Chairman, will continue to present 
summaries of system disturbances, oil 
fires and equipment failures experi- 
enced by the members. Unfortunate 
as such occurrences may be, their 
description and review point the way 
to improvements in design or opera- 
tion and to remedial measures that 
may prevent similar occurrences on 
other systems. This, together with the 
semi-annual trouble report, is of pri- 
mary interest and benefit to the 
members. 

The Round Table Discussion with 
R. G. MEYERAND, Vice Chairman, as 
moderator started four years ago and 
has proven quite popular. Questions 
on any topic within the scope of this 
Committee are asked by members and 
are freely discussed by all. Thus, the 
experiences and opinions of all the 
members are available to each other. 

Three meetings are scheduled: Oct. 
13-14 in Charlotte, N. C.; Feb. 16-17, 
Atlanta, Ga.; and May 25-26 in Pitts- 
burgh, Pa. 

Chairman D. W. TayLor, Assistant 
Electrical Engineer, Electric Engineer- 
ing Department, Public Service Electric 


and Gas Co., was graduated from Colum- 
bia University in 1916 with a degree 
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D. W. TAYLOR 
Chairman of Electrical System 
and Equipment Committee 


in electrical engineering. Since then he 
has served in various capacities in the 
engineering department of Public Ser- 
vice and its predecessor and subsidiary 
companies. He is a Fellow of AIEE, a 
past chairman of the Automatic Sta- 
tions Committee. He is a licensed pro- 
fessional engineer and has been a mem- 
ber of the Electrical System and Equip- 
ment Committee since 1950. 


Hydraulic Power Committee 


Under its Chairman, E. S. HARRI- 
SON of the Georgia Power Co., and its 
Vice Chairman, K. O. STRENGE, The 
Washington Water Power Co., the 
Hydraulic Power Committee devotes 
its activities to study of the design, 
construction, operation and mainte- 
nance of hydraulic and mechanical 
equipment used in _ hydroelectric 
plants, including reservoirs, dams and 
other auxiliary structures and de- 
vices. 

The Committee holds one meeting a 
year. The 1958 meeting was held in 
Fresno, Calif., and included a visit to 
the Big Creek plants of the Southern 
California Edison Co. 

The Committee has an active sub- 
committee working on studies and 
dissemination of information pertain- 
ing to weather modification problems 
and long-range weather forecasting 
which is of interest to hydroelectric 
operators, a subcommittee investigat- 
ing pressure regulation for hydro- 
electric plants and a task force study- 
ing allowable vibration in hydraulic 
units. The task force studying vibra- 
tion in hydraulic units is cooperating 
with NEMA on these studies. 

The Committee is also conducting 
studies relating to the use of fly ash 
in hydraulic concrete structures, as it 
is felt that a better and more eco- 
nomical concrete can be obtained by 
the inclusion of fly ash. 
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E. S. HARRISON 
Chairman of the Hydraulic Power 
Committee 


The Committee is also interested in 
and is investigating the possibility of 
economic installation of pumped stor- 
age hydroelectric plants. A compre- 
hensive paper on this subject was pre- 
sented by E. B. Strowger, Niagara 
Mohawk Power Corp., at the Fresno 
meeting. 

One of the most productive features 
of this Committee is the round table 
discussions covering aS many items 
as possible. It is felt that these round 
table sessions are very productive, as 
they bring to the Committee discus- 
sions and solutions to the many prob- 
lems that arise in the design and 
operation of hydroelectric plants. 

Other problems with which the 
Committee is concerned include trash 
handling, fish ladders, penstocks, re- 
mote or automatic control of hydro- 
electric plants and numerous operat- 
ing and maintenance problems. 


Chairman E. S. Harrison is Chief 
Mechanical and Hydraulic Engineer, 
Georgia Power Co. After graduating 
from Georgia Institute of Technology in 
1929, he joined the Tennessee Electric 
Power Co., where he served as assistant 
engineer and civil engineer until 1939, 
when he joined Georgia Power Co. as 
civil engineer. He later served as hy- 
draulic engineer, senior engineer, and 
assistant chief engineer (mechanical di- 
vision). He is a member of ASCE, AGU, 
Georgia Engineering Society, past mem- 
ber, Executive Committee Power Division 
ASCE, and past president, Georgia Sec- 
tion ASCE. 


Meter and Service Committee 

The Meter and Service Committee 
is planning its activities for the 
1958-59 administrative year under the 
same organization as last year with 
FLoyp A. SALMON, Central Power and 
Light Co., as Chairman, and C. P. 
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STAHL, Wisconsin Power and Light 
Co., as Vice Chairman. 

The Committee plans to continue 
the same procedure as established in 
the past of endeavoring to guide the 
economical development of measuring 
devices for electric energy; also, 
methods and techniques of installing 
and testing such devices periodically. 

The Committee meets jointly with 
the AEIC Meter and Service Commit- 
tee once in the fall and once again in 
the spring of each year. Continued 
attention will be devoted to the rec- 
ommendations of members for ap- 
pointment to the Committee, and to 
the selection of meeting locations suit- 
ably varied geographically. There are 
58 active members and 31 correspond- 
ing members. 

The Executive Group, in addition 
to the Chairman and Vice Chairman, 
is comprised of the following mem- 
bers: J. S. LINEBACK, The Cincinnati 
Gas & Electric Co.; A. W. RAUTH, 
Consumers Power Co.; G. J. YANDA, 
The Cleveland Electric Illuminating 
Co.; R. B. SWALLOW, Public Service 
Electric and Gas Co.; C. V. Morey, 
Consolidated Edison Co. of New York, 
Inc.; H. H. MARSH, JR., Duquesne 
Light Co.; G. B. M. ROBERTSON, 
Philadelphia Electric Co.; G. W. 
GERELL, Union Electric Co.; T. J. 
PEARSON, Boston Edison Co.; W. H. 
FARRINGTON, Texas Electric Service 
Co.; W. D. LINDSAY, West Penn 
Power Co.; and A. T. HIGGINS, Edison 
Electric Institute. 

The Committee’s membership is 
divided into four subcommittees to 
review and study subjects related to: 
Service Equipment; Meters and Me- 
tering Equipment; Codes and Rules; 
and Meter Department Management. 
Each subcommittee chairman assigns 
specific subjects to individual mem- 
bers of his subcommittee who func- 
tion as subject chairmen. 

The majority of subjects under 
study at this time are those carried 
over from the previous year. Several 
standards are nearing completion, 
such as: Addendum to (MSJ 10) Part 
II — Standards for Single Stator 
Watthour Meters; also, (MSJ 10) 
Part III for Polyphase Watthour 
Meters; Standards for Indicating 
Demand Registers (MSJ 4) and 
Standards for Watthour Meter Sock- 
ets (MSJ 7). 

Subjects currently under study that 
are of tremendous interest to the 
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industry are those pertaining to the 
development of a statistical method 
of selecting electric watthour meters 
for periodic test. Continued study js 
being made as to higher distribution 
voltages, such as 240/480 volt single 
phase, and its effect in the design of 
meters of today. The preparatory 
work to the revision of the “Meter. 
men’s Handbook” is underway with a 
target date for completion by 1960, 
This revision is necessary due to the 
many improvements incorporated ip 
the electric meters of today. 

Subjects recently completed, sev- 
eral of which have been published, 
are as follows: (MSJ 10) Parts I and 
II, Standards for Single Stator Watt- 
hour Meters; Publication No. 58-5, 
Guide for Specifications for Revenue 
Metering Facilities Installed in Metal- 
Clad Switch Gear; revision of (C-10) 
Symbols for Metering Diagrams is 
in the process of being printed; also, 
standard form for reporting Demand 
Meter Accuracies has been completed. 

The first of the two meetings sched- 
uled for the present administrative 
year was held at Corpus Christi, 
Texas, Sept. 22-24, 1958. The spring 
meeting is to be held in St. Louis, 
Mo., April 27-29, 1959. Tentative 
plans for future meetings have been 
scheduled through 1963, with careful 
consideration as to geographical loca- 
tions. 


Chairman FLoyp A. SALMON was em- 
ployed by the Central Power and Light 
Co. Meter Department in 1927. He was 
advanced to his present position as Su- 
perintendent of Meters in 1943. He is 
past chairman of the Corpus Christi sec- 
tion of AIEE; member of the Indicating 
and Integrating Committee; member of 
the Watt-Hour Meter Subcommittee; and 
is a member of the Instrument Society 





FLoyD A. SALMON 
Chairman of the Meter and Service 
Committee 
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of America. He was formerly chairman 
of the Coastal Bend Water, Sewage, and 
Sanitation Association, and of the South- 
west Meterman’s Association. Mr. Sal- 
mon has been a member of the Meter 
and Service Committee since 1947. He 
served as vice chairman prior to becom- 
ing Chairman. 


Prime Movers Committee 


The Prime Movers Committee’s 
program of activities will be directed 
by practically the same organization 
as last year. Three three-day meet- 
ings are scheduled for the adminis- 
trative year ending June 1, 1959; the 
first Oct. 6-8, 1958, in Buffalo, N. Y., 
the second, Feb. 2-4, 1959, in Beau- 
mont, Texas, and the third May 4-6, 
1959, in Chicago, Ill. These companies 
are hosts: Niagara Mohawk Power 
Corp., the Gulf States Utilities Co., 
and the Commonwealth Edison Co., 
respectively. 

Progress in the art of power gener- 
ation is not attained without its 
attendant problems. These problems 
are the topics covered in the round 
table discussions, which are of the 
greatest interest to the membership. 
Confronting the industry is the con- 
stant search for means to further 
improve plant efficiency and at the 
same time reduce capital costs. 

This has dictated the trend toward 
the installation of larger units oper- 
ating at higher temperatures and 
pressures, having the minimum num- 
ber of auxiliary units and utilizing 
automatic controls to the extent al- 
lowed by present development and jus- 
tified by economic considerations. 
Keeping pace with the demands of in- 
dustry in this regard has presented a 
real challenge to those in the field of 
metallurgy. This is presently evi- 
denced by the difficulties being en- 
countered in welding of austenitic 
steels and in growth of tubes of this 
material used at elevated tempera- 
tures and pressures. 

To keep the committee abreast of 
information on current progress and 
development, 12 subcommittees and 
one task force have been assigned to 
cover various phases of activity in the 
power field for the coming adminis- 
trative year. These subcommittees 
and the task force, and their respec- 
tive chairmen, are: 

Air Pollution Subcommittee Chair- 
man, W. C. BEATTIE, Consolidated 
Edison Co. of New York, Inc.; Atomic 
Power Subcommittee Chairman, J. N. 
LANDIS, Bechtel Corp.; Boiler Auxil- 
iaries Subcommittee Chairman, J. K. 


EDISON ELECTRIC INSTITUTE BULLETIN 


BRYAN, Union Electric Co.; Boilers 
and Combustion Subcommittee Chair- 
man, R. A. BAKER, Public Service 
Electric and Gas. Co.; Fuel and Ash 
Handling Subcommittee Chairman, 
M. D. ENGLE, Pennsylvania Power & 
Light Co.; Metallurgy and Piping 
Task Force Chairman, E. H. KRIEG, 
Stone & Webster Engineering Corp.; 
Oil and Gas Power Subcommittee 
Chairman, J. W. BLAKE, Oklahoma 
Gas and Electric Co.; Power Station 
Chemistry Subcommittee Chairman, 
R. F. ANDRES, The Dayton Power and 
Light Co.; Power Station Structures 
and Facilities Chairman, F. F. MAUTz, 
Pacific Gas and Electric Co.; Prime 
Movers Award Subcommittee Chair- 
man, J. N. LANDIS, Bechtel Corp.; Re- 
ports on Power Station Data Chair- 
man, J. A. LIND, Niagara Mohawk 
Power Corp.; Station Instruments 
and Controls Chairman, W. WELCH, 
JR., Long Island Lighting Co.; Tur- 
bines and Condensers Subcommittee 
Chairman, V. F. Estcourt, Pacific 
Gas and Electric Co. 

In addition to assignment to these 
subcommittees and the task force, a 
number of members serve as EEI 
representatives on research projects 
being sponsored by EEI, or in which 
EEI participates with ASME, ASTM, 
AEIC and other organizations. 

High points of interest to the 
membership during the past year’s 
meetings were visits to the Shipping- 
port Plant of Duquesne Light Co., 
and the Vallecitos Plant on the sys- 
tem of the Pacific Gas and Electric 
Co., where new horizons have been 
opened for the generation of electric 
power from thermo-nuclear sources. 

Officers for the beginning of the 
administrative year, 1958-1959, are: 

Chairman, V. L. STONE, (Common- 
wealth Edison Co.) 

Vice Chairman, E. C. DUFFy,* 
(Long Island Lighting Co.) 

Secretary, T. O. THOMPSON, (Wis- 
consin Electric Power Co.) 

The Executive Group consists of 
officers of the Prime Movers Commit- 
tee, the two preceding past chairmen 
(ex officio), the chairmen of the Tur- 
bines and Condensers, and Boilers and 
Combustion Subcommittees, and two 
others from the membership to be 
elected by the Executive Group at its 
first meeting of the administrative 
year, 





*Due to other commitments, Mr. Duffy’s 
tenure of office terminates following the 
October, 1958, meeting in Buffalo. 
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V. L. STONE 
Chairman of the Prime Movers 
Committee 


Chairman V. L. STONE is Manager of 
Production for Commonwealth Edison 
Co., Chicago, Ill., having supervision 
over generating stations, substations, 
and power supply departments. Starting 
with the company in 1924, he progressed 
through various power plant operating 
positions, then to efficiency engineer, 
chief electrician, assistant chief engineer, 
and prior to his present position was 
superintendent of generating stations. 
He was educated at Lewis and Armour 
Institutes, now known as Illinois Insti- 
tute of Technology. He is a member of 
American Society of Mechanical Engi- 
neers, Western Society of Engineers, and 
for a number of years has been active 
in the Prime Movers Committee, EEI. 


Transmission and Distribution 
Committee 

The Transmission and Distribution 
Committee is planning its program 
for the coming year under the same 
leadership, with one exception, as last 
year. W. M. PENNEY, Union Electric 
Co., is serving as Chairman. H. E. 
Copy, The Cleveland Electric Illum- 
inating Co., will again serve as Vice 
Chairman. 

This Committee serves as a forum 
for the discussion of current prob- 
lems relating to the design, construc- 
tion, and operation of the transmis- 
sion and distribution systems. During 
the coming year the Committee will 
continue its study of the more critical 
problems. 

One major research project is near- 
ing conclusion and another is just 
starting. The study of aluminum con- 
nections, which has been made under 
the guidance of a steering committee 
representing the Transmission and 
Distribution Committee, is rapidly 
drawing to a close. Laboratory experi- 
mental work and metallurgical studies 
were conducted at Armour Research 
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Foundation of Illinois Institute of 
Technology. Tentative specifications 
for use by member companies in pre- 
paring their own specifications for 
the purchase of connectors for alu- 
minum conductors will soon be issued 
for trial use. 

A new study to be conducted by 
Battelle Memorial Institute under the 
guidance of a steering committee rep- 
resenting the Transmission and Dis- 
tribution Committee is known as the 
“Tree Control Project.” The purpose 
is to conduct an intensive research 
into the possibilities of tree growth 
retardants, including methods of ap- 
plication. Work by various chemical 
companies indicates that tree growth 
can be controlled but our study will 
make it possible to achieve the aims 
of the project much more quickly, al- 
though success cannot be guaranteed. 

In addition, the various subcommit- 
tees are devoting time to subjects of 
specific interest to those subcommit- 
tees, 

C. E. BATHE, Oklahoma Gas and 
Electric Co., is Chairman for the sec- 
ond year of the General Engineering 
Subcommittee, which is planning to 
devote time this year in expanding 
the research program initiated by the 
Research Projects Committee insofar 
as transmission and_ distribution 
projects are concerned. Time will also 
be spent on distribution system load- 
ing as affected by air conditioning 
and space heating. 

The Overhead Subcommittee will 
again be under the Chairmanship of 
R. Hicock, The Connecticut Light & 
Power Co. Mutual assistance between 
utilities and the economical design 
and operation of overhead systems so 
as to minimize service outages due to 
storms continue to be of great in- 





W. M. PENNEY 
Chairman of the Transmission and 
Distribution Committee 
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terest. Special consideration is also 
being given to gains that can be ef- 
fected by additional mechanization. 

D. F. TULLOCH, Boston Edison Co., 
is the new Chairman of the Under- 
ground Subcommittee. Plans are be- 
ing discussed as to how the new 
Underground Systems Reference 
Book might be kept up to date. The 
economical design, construction, and 
operation of underground systems 
with special emphasis on the develop- 
ment of relatively low-cost under- 
ground radial distribution systems 
for residential areas continue to be 
studied. 

H. MACVAUGH, Philadelphia Elec- 
tric Co., will continue as Chairman of 
the Safety Subcommittee. This com- 
mittee will cooperate with the Acci- 
dent Prevention Committee in bring- 
ing safety into the transmission and 
distribution organizations of member 
companies. The recent practice of 
studying the safety organizations and 
programs of utilities close to meeting 
locations will probably be continued. 

The Standards and Specifications 
Subcommittee under the Chairman- 
ship of F. C. MARSCHNER, The De- 
troit Edison Co., will continue with 
its important and endless job of de- 
veloping standards and specifications 
for materials used in the transmission 
and distribution systems. Members of 
task forces operating under the aus- 
pices of this subcommittee devote a 
great amount of time to this work. 

The Transmission and Distribution 
Committee has scheduled three meet- 
ings during the year as usual: the Oc- 
tober meeting in New York City, the 
February meeting in Chicago, and the 
May meeting in Washington, D. C. 


Chairman W. M. PENNEY is Superin- 
tendent of Transmission and Distribu- 
tion, Union Electric Co. He is a graduate 
of Washington University in St. Louis, 
with a degree of B.S. in electrical engi- 
neering. He is a registered professional 
engineer in Missouri. Mr. Penney started 
with Union Electric in 1924, following 
his graduation from college, as a student 
engineer. He has held various engineer- 
ing positions, including those of system 
distribution engineer and superintendent 
of distribution. He has served on the 

EI Transmission and _ Distribution 
Committee since 1947, and has served as 
Chairman of the Overhead, General En- 
gineering, and Safety Subcommittees. 
He is a member of AIEE, the Mis- 
souri Society of Professional Engineers, 
and the Engineers’ Club of St. Louis. 


Transportation Committee 


The Transportation Committee, un- 
der the chairmanship of W. B. STREI- 


October, 1958 


TLE, will again this year work jointly 
with the AGA’s Automotive and Mo. 
bile Equipment Committee. Ken 
SCANTLING of Duquesne Light Co. will 
act as Vice Chairman. 

The 17th Joint EEI-AGA Spring 
Conference on Public Utility Fleet Op. 
eration was held May 5-8 in New York 
City. This meeting was well attended 
by some 150 utility fleet operators, 
managers, and automotive engineers 
from all sections of the country. Sub- 
jects and equipment pertinent to fleet 
operation were presented by fleet op- 
erators and various technical repre- 
sentatives. 

The Annual Conference Planning 
Meeting was held in Cincinnati Sep- 
tember 11-12. Plans were made at 
this meeting for the 18th Joint Con- 
ference to be held at the Netherland 
Hilton Hotel, Cincinnati, Apr. 6-9, 
1959. 

A Task Group was appointed to con- 
tact equipment suppliers and notify 
them that one-half day of the Joint 
Conference program has been set 
aside for the display of equipment at 
a central location. The group will in- 
vestigate all aspects of this proposal 
and, if feasible, it will be included in 
the 1959 Spring Conference. 


Chairman W. B. STREITLE, Assistant 
Superintendent of the Transportation 
Department, Rochester Gas and Electric 
Corp., attended schools in Rochester, 
N. Y., and joined the company in 1930, 
serving in various capacities in the 
Transportation Department. From 1941 
to 1946 he served as a tank unit con- 


mander under General Patton in the 
European theater. He holds the rank 
of major in the Armor Reserve. Mr. 


Streitle returned to Rochester Gas and 
Electric in 1946 and in 1950 was ap- 
pointed to his present position. He has 
served on the EEI Transportation Com- 
mittee for five years. 





W. B. STREITLE 
Chairman of the Transportation 
Committee 
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General Division Executive 
Committee 


The General Division Executive 
| Committee’s functions include general 
supervision over the work of the 
Institute’s General Committees and 
' coordination of their respective 
' activities. This Committee also acts 
/ as an advisory committee for the 
P REI Board of Directors in matters 





PHILIP A. FLEGER 


Chairman of the General Division 
Executive Committee 


of Codes and Standards, Research and 








Safety, and EEI committee organiza- 
tion and functions. 

PHILIP A. FLEGER, Chairman of the 
Board and President of Duquesne 
Light Co., heads this Committee. 

Other members of the Committee 
are: E. W. DOEBLER, Chairman of 
the Board, Long Island Lighting Co.; 
S. R. KNaApp, President, The Con- 
necticut Light & Power Co.; C. E. 
KOHLHEPP, President, Jersey Central 
Power & Light Co.; and D. C. LUCE, 
President, Public Service Electric and 

Gas Co. 
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pers maser: 


GES. 








Chairman PuHiuip A. FLEGER was 
elected Chairman of the Board and 
President of Duquesne Light Co. in July, 
1958, having served as Chairman of the 
Board and chief executive officer of the 
company since 1950. After graduating 
from the law school of the University of 
West Virginia in 1926, Mr. Fleger joined 
the Philadelphia Co. system, of which 
Duquesne Licht was a part, as a law 
clerk. He became assistant general at- 
torney in 1936, and was advanced to gen- 
eral attorney in 1939, vice president in 
1940, senior vice president in 1942, ex- 
ecutive vice president in 1946, and pres- 
ident in 1952. A member of the EEI 
Board of Directors, Mr. Fleger received 
the Duquesne University annual award 





for leadership in management in 1956, 
and in 1958 was selected Man of the 
Year in Business by the Junior Chamber 
of Commerce of Pittsburgh. 


Accident Prevention Committee 

Safety progress is the everlasting 
“on target” objective of our Commit- 
tee, Although an effective industry- 
wide program to raise safety stand- 
ards has been in “orbit” for many 
years and substantial progress has 
been made, much remains to be done 
to bring our industry into a position 
of safety leadership. The Accident 
Prevention Committee continues to 
exert an aggressive leadership to ac- 
celerate progress in this vital human- 
itarian field. Chairman of this Com- 
mittee is I. R. DOHR, Consumers 
Power Co. 

Briefly, safety progress in the elec- 
tric industry in 1957, as revealed by 
the Committee’s annual statistical 
study, was both favorable and un- 
favorable. First, progress was en- 
couraging from the standpoint of 
frequency rate. A new all-time indus- 
try low was achieved, 6.5 per cent 
below 1956. Second, the improvement 
of 1 per cent in severity rate did not 
measure up to expectations. Finally, 
an increase in the fatality rate of 
6.4 per cent presents the most dis- 
couraging aspect of our 1957 safety 
performance. 

It is gratifying to report that the 
1957 accident frequency rate of our 
industry has been brought down al- 
most equal with that of all industry, 
being only 3.5 per cent above. How- 
ever, the severity of accidents in our 
operations presents a real chalienge. 
Our severity rate is and has been for 
many years almost twice that of all 
industry. Since electric shock acci- 
dents are the cause of this higher 
rate, it is obvious that we need higher 
safety standards for work in and 
around energized conductors and 
equipment. 

Twenty-five active subcommittees 
carry on the work of the Accident 
Prevention Committee, covering the 
many facets of safety related to util- 
ity work. The scope of the activi- 
ties of these subcommittees includes 
studying and evaluating safety per- 
formance, atomic plant safety, re- 
search in resuscitation, new safety 
devices and methods, electric shock 
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General Division Committees 


to non-employees, safety awards and 
visual aids, to name only a few. An 
active liaison is maintained with a 
number of the other EEI committees 
to assist them with accident preven- 
tion problems. Five committees of the 
American Standards Association have 
representatives from the Accident 
Prevention Committee assisting with 
the preparation of safety standards. 





I. R. DOHR 
Chairman of the Accident 
Prevention Committee 


Among the activities recently un- 
dertaken are: (1) appointment of a 
Uniform Safe Practices Subcommitee 
to promote uniform safe practices on 
a national scale; (2) preparation of 
a Monthly Safety Package on an an- 
nual basis consisting of a _ poster, 
letter to supervisors and leaflet to 
employees for distribution to electric 
utility companies; (3) appointment 
of a Task Force to assist the Atomic 
Plant Safety Subcommittee; (4) ap- 
pointment of a Management Commu- 
nications Subcommittee to improve 
safety communications to all levels of 
management, and (5) appointment of 
a Safety Conference Subcommittee to 
conduct conferences in conjunction 
with regular Committee meetings. 

Preventing accidents is a challenge 
that tests the best. Progress in this 
area will continue to depend on the 
active support and participation of 
all the management people in our in- 
dustry. The Accident Prevention Com- 
mittee earnestly solicits this united 
support. 


Chairman I. R. Donwr has been in 
charge of safety work for Consumers 
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M. C. ALBRITTAIN 
Chairman of the Awards 
Committee 


Power Co. since 1946. A graduate of the 
University of Wisconsin, he started work 
with Consumers Power in 1923 as a 
junior engineer. After 20 years’ expe- 
rience in the construction, operating and 
engineering departments he transferred 
to the general safety department and 
was appointed general safety super- 
visor in 1946. A member of the Edison 
Electric Institute Accident Prevention 
Committee since 1946, he is a registered 
professional engineer and has been ac- 
tive for many years in various capaci- 
ties in the affairs of the Michigan 
Safety Conference, American Society of 
Safety Engineers, National Safety Coun- 
cil and American Standards Association. 


Awards Committee 


The Awards Committee administers 
all the Institute-sponsored Sales 
Promotion Awards made annually to 
member companies for excellence in 
this field. 


Under the Chairmanship of M. C. 
ALBRITTAIN, Baltimore Gas and Elec- 
tric Co., the Committee makes 12 
such awards each year. EEI estab- 
lished these awards in 1957. 


By publicizing and promoting each 
competition, the Committee endeavors 
to stimulate the widest possible 
participation. The Committee appoints 
judges and announces the winners in 
each competition. 


It is also the responsibility of the 
Awards Committee to review all new 
awards proposed for EEI sponsorship. 


Chairman M. C. ALBRITTAIN, Vice 
President and General Sales Manager, 
Baltimore Gas and Electric Co., was 
born at La Plata, Md., and was gradu- 
ated from the College of Engineering 
at the University of Maryland in 1923 
with a B.S. degree in electrical engi- 
neering. He is a licensed professional 
engineer in the State of Maryland and 
a member of the American Institute 
of Electrical Engineers. He is a trustee 
of the Maryland Academy of Sciences, 
a member of the executive committee of 


HARVEY E. BUMGARDNER 
Chairman of Committee on Technical 
Exchange for Overseas Visitors 


the Baltimore Convention Bureau, and 
various civic organizations. Mr. Albrit- 
tain joined the Baltimore Gas and Elec- 
tric Co. in 1924 as an industrial power 
sales engineer, and after a series of pro- 
motions was elected vice president and 
general sales manager in 1955. 


Committee on Technical Exchange 
for Overseas Visitors 


The Committee on Technical Ex- 
change for Overseas Visitors will 
continue to be under the chairman- 
ship of HARVEY E. BUMGARDNER, The 
Detroit Edison Co. The Committee 
was organized in July, 1954, to assist 
on an industry-wide basis in the 
preparation of suitable programs for 
visits to the electric power companies 
in this country of groups or persons 
associated with power systems in 
overseas countries. It cooperates with 
the International Cooperation Admin- 
istration and other organizations 
concerned with phases of technical 
exchange programs for overseas elec- 
tric power visitors. 

Through its programs, overseas 
electric people make permanent con- 
tacts which are useful in securing 
up-to-date information on manage- 
ment, engineering and other prac- 
tices of member companies. It assists 
executives of EEI member companies 
in making contacts for overseas visits 
with electric power people. 


Member companies are contacted 
for their cooperation as participants 
in technical exchange programs and 
for designation of a contact person 
for such matters. 

This Committee cooperated in the 
arrangements for a group of 10 elec- 
tric industry executives to visit the 
USSR in August of this year, as part 
of the technical and cultural ex- 
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change program between the Unite 
States’ and the USSR. T 


Chairman Harvey E. BUMGARDNR, 
Assistant to the President, The Detroit 
Edison Co., also serves his company | 
as coordinator of technical exchang 
programs. A University of Michigay 
graduate, he joined Detroit Edison jy 
1924 as a junior engineer and two yeay 
later became research engineer in charg. 
of the mechanical division, afterward 
serving in various management capac. 
ities until assuming his present position, 
Mr. Bumgardner is a consultant to the 
International Cooperation Administra. 
tion and in that capacity visited Europ 
in 1952 and 1954 to inspect the oper. 
tions of Great Britain’s Central Ele. 
tricity Authority and to study IC,’ 
accomplishments. He is past chairma 
of the Detroit Section of the ASME anj 
a member of the Engineering Society of 
Detroit, American Management Asp. 
ciation and National Industrial Confer. 
ence Poard. 
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Electric Power Survey Committee 


The Electric Power Survey Com. 
mittee under the Chairmanship of 
ARTHUR S. GRISWOLD, Vice President 
of The Detroit Edison Co., continue 
the work initiated in 1947 of con 
ducting semi-annual surveys to de 
termine the adequacy of present ani 
future electric power supply through- 
out the United States and also t 
determine the status of manufactur 
of heavy electric power equipment at 
the time of the survey. 
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The regular semi-annual reports | 
published by the Committee present 
data in summarized form for each off) 
the eight power supply regions into 
which the country is divided and for 
the country as a whole. The data pref 
sented include the projected capability 
of the power systems, the forecasts 
of peak loads, the resulting gross} 
margins, and the estimated annual 
energy output. 











ARTHUR S. GRISWOLD 


Chairman of the Electric Power 
Survey Committee 





October, 


Peak 
are pre 
summer 


) median 


In addi 


| detailed 


electric 
out the 
actually 
survey. 
manufa 
cation 

equipme 
and abc 
of the 
Thus t 
manufa 
future 


) systems 


The f 
throug 
basic de 
about 9 
ing cat 
include 
those of 
Federal 

Basic 
on orde 
such e 
potenti: 
suppliec 
manufa 
ment. 

In ac 


' mittee 
Sof Civi 


related 


Chair 


> Presiden 
> elected 1 


1957. H 
compan 
Univers 


© 1922. D 
> for thre 


WPB ( 
chief of 
tion, eq 
has bee! 
governn 


) grams. 


cern pu 


> responsi 


pany’s 
power 


The 
second 
of Don 
land E 
continu 
of curr 
ance fi 
lated tc 
The | 











er, 195 October, 1958 
Unitej Peak loads and capability forecasts 
Rs presented for December and the 
summer of each year, both under 
Deon 4 median and adverse hydro conditions. 
ompany In addition, the reports present a 
xchange} detailed program of expansion of 
i F electric generating facilities through- 
‘© year | out the country based upon equipment 
—— actually on order at the time of the 
“capa: |, survey. Estimates of the potential 
osition |) manufacturing capacity for the fabri- 
inet El cation and delivery of additional 
Europ |) equipment in the years ahead—over 
Opera. |) and above that on order at the time 
. ian of the survey—are also presented. 
airman} Thus the ability of the equipment 
aE oa manufacturers to meet the probable 
= 1 future requirements of the power 
Confer. |) systems is kept continuously in focus. 
| The power systems and power pools 
mittee j throughout the nation that supply 
’ basic data to the Committee represent 
7 Com. ) about 98 per cent of the total generat- 
hip of i ing capability of the country. They 
esiden { include investor-owned systems and 
atin ) those of governmental agencies—both 
f con ) Federal and non-Federal. 
2 def Basic data concerning equipment 
nt aad / on order, scheduled delivery dates of 
rouge ‘such equipment and estimates of 
me potential production capacity are 
facta supplied by the nation’s principal 
wake manufacturers of heavy power equip- 
/ ment. 
eports |) In addition to the above, the Com- 
resell) mittee also deals with those matters 
ach of of Civil Defense which are broadly 
iS Into) related to power industry operations. 
nd for} 
ta Pel) Chairman ARTHUR S. GRrIswoLD, Vice 


ability | 


recasts 
LTOSs 
annual 
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| President, The Detroit Edison Co., was 
) elected to his present office in December, 
11957. He has been associated with the 
) company since graduating from Cornell 
) University as a mechanical engineer in 
} 1922. During World War II, he served 
for three and one-half years with the 
WPB Office of War Utilities as the 
chief of the turbine and condenser sec- 
tion, equipment division. Since 1948 he 
has been active in the power aspects of 
§ government technical assistance pro- 
' grams. His duties at Detroit Edison con- 

cern public information and he is also 
‘ tesponsible for management of the com- 
pany’s activities pertaining to atomic 
| Power development. 


Insurance Committee 


The Insurance Committee, in its 
second year under the Chairmanship 
of DONALD E. WILLIAMS, The Cleve- 
land Electric luminating Co., will 
continue its attempt to keep abreast 
of current developments in the insur- 
ance field and particularly those re- 
lated to the utility industry. 

The Committee functions primarily 
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DONALD E. WILLIAMS 
Chairman of the Insurance Committee 


through subcommittees, which cur- 
rently are as follows: Rating and 
Forms; Boiler and Machinery; Ex- 
cess Liability; Fire Protection; In- 
dustry Practices; Employee Benefits; 
Nuclear Projects. 

Several recent catastrophe losses 
have caused renewed interest in 
catastrophe-type coverage, and it is 
expected that this will be included in 
the Committee’s activities this year. 

The Committee will continue to 
work with the insurance industry and 
its various bureaus in an effort to 
secure coverages which meet indus- 
try needs and at acceptable rates. The 
subject of insurance on atomic instal- 
lations continues to have a prominent 
place in the Committee’s operations. 
The Commitee expects to continue its 
program for the comparison of utility 
industry insurance practices. [Initial 
work in this area has proven suffi- 
ciently beneficial to various members 
of the Committee to warrant its con- 
tinuation. 

Normally the full Insurance Com- 
mittee meets twice a year. The last 
meeting of the Committee was held in 
Dallas, Texas, March 12-13, 1958. In 
addition to the various subcommittee 
reports, representatives of the Inter- 
Regional Insurance Conference were 
present and discussed a number of 
problems of mutual interest. 

The next meeting of the Insurance 
Committee will be held at the Belle- 
vue-Stratford Hotel in Philadelphia, 
Pa., on Oct. 15 and 16. 


Chairman DONALD E. WILLIAMS, Sec- 
retary, The Cleveland Electric Ilumi- 
nating Co., was graduated from Ohio 
Wesleyan University and joined the 
Illuminating Co. in 1939 in the em- 
ployment department. Following four 
years of service with the U. S. Navy, 
he returned as employment supervisor. 


HERBERT L. BRANAN 
Chairman of the Legal Committee 


He became assistant secretary in 1948 
and secretary in 1953. He has served 
as Secretary and Vice Chairman of the 
Insurance Committee. 


Legal Committee 


The Legal Committee is composed 
of attorneys and legal counselors of 
various member companies; every 
member is actively dealing with legal 
matters affecting the company he 
represents and is therefore closely in 
touch with legal matters relating to 
electric companies generally, 

In the past the Committee has met 
twice a year with an agenda of sub- 
jects that are of timely and current 
interest. Practically all papers and 
discussions have been prepared and 
presented by Committee members 
themselves and only on few occasions 
have non-utility persons been invited 
to talk. 

From time to time specific matters 
have been referred to the Committee 
by the Board of Directors of the 
Institute or Institute Committees and 
the Committee will continue to be 
available to consider any matters so 
referred to it. 

The next meeting is tentatively 
scheduled for October 24-25, 1958, 
and will be held at the EEI offices in 
New York. It is contemplated that a 
spring meeting will be held in 1959, 
but the definite time and place have 
not been fixed. 

The Chairman for 1958-59 is HER- 
BERT L. BRANAN, Oklahoma Gas and 
Electric Co., Oklahoma City, and the 
Vice Chairman is DAvID K. KADANE 
of Long Island Lighting Co., Mineola, 
N.Y. 


Chairman HERBERT L. BRANAN is Vice 
President, Oklahoma Gas and Electric 
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GEORGE H. COLE 


Chairman of the Purchasing 
and Stores Committee 


Co. He joined the OG&E in 1944 as a 
special attorney and has devoted a great 
deal of his time to the company’s munic- 
ipal relations and franchises. He was 
elected assistant to the president in May, 
1955, and vice president in December, 
1957. In this present capacity Branan is 
responsible for municipal and legislative 
matters dealing with the company and 
the electric industry. He has been a 
member of the EEI Legal Committee 
since its formation. He is a 1938 grad- 
uate of the University of Oklahoma Law 
School, and has served three terms in the 
State House of Representatives, where 
he was chairman of the Revenue and 
Taxation Committees. He has been very 
active in the University of Oklahoma 
Alumni Association, serving as its pres- 
ident in 1951. 


Purchasing and Stores Committee 


The Purchasing and Stores Com- 
mittee has for its chairman GEORGE 
H. CoLe, Alabama Power Co. The 
Vice Chairman for Stores is HAROLD 
T. SIMPSON, Boston Edison Co., and 
the Vice Chairman for Purchasing is 
ROBERT B. GEAR, Commonwealth 
Edison Co. The Executive Committee 
consists of the chairman; the two vice 
chairmen; the secretary of the Execu- 
tive Committee, E. J. MARTIN, New 
Orleans Public Service Inc.; two 
members-at-large from Purchasing; 
two members-at-large from Stores; 
and the two past chairmen of the 
Purchasing and Stores Committee. 

The Executive Committee is cur- 
rently planning and arranging the 
work of the committee for the cur- 
rent administrative year, a _ sub- 
stantial part of which is to be pre- 
sented in the program for the annual 
meeting to be held May 4-6, 1959, at 
the Soreno Hotel in St. Petersburg, 
Fla. The committee, which includes 
representation from a good portion of 
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the member companies, is seeking 
through the planning group to present 
an informative and interesting pro- 
gram which will cover subjects of 
vital concern to purchasing and stores 
men in the industry. Under considera- 
tion as a feature of the annual meet- 
ing is the continuation of a panel- 
type program in which discussions 
may be presented and questions from 
the floor answered on subject matter 
of timely interest and concern to the 
members. 

The entire membership of the com- 
mittee has been circularized and re- 
quested to submit subjects for consid- 
eration. Topics in which particular 
interest is shown will be converted 
into projects and committees will be 
formed to study, analyze, and report 
at the annual meeting. Among the 
projects suggested for this year’s 
program are: studies or reports on 
material management control, includ- 
ing discussion of the cost of money 
and other carrying charges’ on 
materials in stores inventory; mech- 
anized materials control, including a 
progress report on the latest type 
of mechanized stock control systems 
used by member companies; issue and 
return of surplus material, the pos- 
sibilities of pooling efforts to sell 
usable surplus equipment, and savings 
to be realized in reclaiming used 
line material and other equipment; 
measurement of stores performance 
within a company; streamlining 
paperwork in the purchasing func- 
tion; and measures and standards of 
purchasing performance. 


Chairman GeEorGE H. CoLe, Manager 
of Purchases for Alabama Power Co., 
attended schools in Columbus, Ga., and 
the Alabama Polytechnic Institute. He 
joined the Alabama Power Purchasing 
Department in 1920, became purchasing 
agent in 1937, and assumed his present 
position in 1953. Mr. Cole is a past 
president of the Purchasing Agents As- 
sociation of Alabama, a past chairman 
of the Public Utility Buyers Group of 
the National Association of Purchasing 
Agents, and served a term as vice presi- 
dent of the National Association of Pur- 
chasing Agents. 


Rate Research Committee 

The Rate Research Committee has 
for its Chairman KENNETH W. HAs- 
BROUCK, New York State Electric & 
Gas Corp. This Committee functions 
on an informal basis with more em- 
phasis on discussion than on the pres- 
entation of formal papers. However, 
periodically symposiums are  con- 
ducted to thoroughly explore subjects. 

Three meetings are planned for the 
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KENNETH W. HASBROUCK 


Chairman of the Rate Research 
Committee 


ensuing year. There will be presenta 
tions and discussions on varied sub-}) 
jects concerning the design, interpre. 
tation, and administration of rate 
with their associated regulatory prob- 
lems. The material will range from 
fundamentals to complex studies and 
research. Particular attention will be 
paid to the research and studies of 
the residential water heating anf 
space heating loads with their rateP 
treatment. A task force has_ bea 
appointed to implement the studie}} 
and lead the discussions on residential 
water heating. 

Of vital importance to the industry ff 
and its managements ure the results} 
of rate cases and rate changes which} 
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jurisdictions. The Rate Research 
Committee for many years haf 
analyzed the cases and recorded th 


tinued with special attention to sig-f 
nificant trends or circumstances. i 

This Committee endeavors to ef 
change information and _ cooperatt} 
with other committees of the Institute 
on mutual affairs. In some instances} 
individual members have been aps 
pointed to act as a liaison between} 
committees. | 

The Rate Research Committee is 
constantly striving to include in its 
program new ideas and methods 8 
that managements may be informed 
and assisted in keeping the industry 
healthy. 





Chairman KENNETH W. HASBROUCK is 
Assistant to the Vice President in chargt 
of Regulatory Matters, New York State 
Electric & Gas Corp. He is a graduate 
electrical engineer from Rensselaer 
Polytechnic Institute and started with 
NYSE&G immediately after graduation, 
as a cadet in the company’s Management 
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E. L. HouGH 
Chairman of the Research 
Projects Committee 


Training Course. Subsequently, for sev- 
eral years he was assistant to district 
and division operating managers. He 
then specialized in rates and regulatory 
matters and has been assistant to the vice 
president for a number of years. As such 
he has been associated in the design, in- 
terpretation and administration of rates, 
prepared and testified on rate and other 
regulatory cases, studied and reported on 
special projects, and acted as liaison rep- 
resentative of the company with commis- 
sion staffs. He has been a member of 
the Rate Research Committee since 1945 
and served as its Vice Chairman for two 
years. 


Research Projects Committee 


The Research Projects Committee, 
under the chairmanship of E. L. 
HouGH, will continue in its responsi- 
bility of promoting and sponsoring 
research work that is intended to 
benefit the electric utility industry. 
The Committee does this by screening 
and reviewing the research proposals 
from other Institute committees, 
professional and technical organiza- 
tions, educational institutions, foun- 
dations, and individuals. Those proj- 
ects which hold promise of benefit are 
recommended to the Board of Direc- 
tors. After favorable action by the 
Board, the progress of the projects 
is reviewed periodically by the Com- 
mittee. 

In determining the merit of a pro- 
posed project, the Committee consults 
with other EEI committees that may 
be concerned or be of help. 

Many of the projects are sponsored 
and supported jointly with other 
organizations such as ASME, ASTM 
AIEE, AEIC, and the Bell System. 

Among the currently active projects 
are the following: a study of alumi- 
hum conductor fittings, a program to 
provide information on steam and 
water flow measurements at elevated 
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temperatures and pressures, a project 
directed toward the reduction of con- 
taminants in flue gas and sulphur in 
steam coal, a study of heat storage 
systems suitable for heat pump instal- 
lations, a program designed to extend 
existing tables of steam characteris- 
tics, a study of heat dissipation prop- 
erties of soils, a study of solvents for 
chemicals used in treatment of south- 
ern pine poles, an investigation of 
physical properties of wood poles of 
various species, an investigation of 
tree growth control methods, an in- 
vestigation of physical and heat trans- 
fer characteristics of alloy steels at 
high temperatures and pressures, and 
a survey of research in the electric 
utility industry. 

H. P. SEELYE, former manager of 
engineering, The Detroit Edison Co., 
is serving as the Committee’s consul- 
tant on the aforementioned Survey of 
Electric Utility Research Projects. 
Reports will continue to be made by 
member companies on their research 
work. The results of the survey will 
facilitate exchange of information 
between member companies and will 
also aid the Committee in fulfilling 
its responsibility. It is also expected 
to result in the encouragement of 
ideas on new projects for the Com- 
mittee to sponsor. 


Chairman E. L. HouGH is Vice Presi- 
dent and Chief Engineer, Union Electric 
Co., St. Louis, Mo. After graduation 
from the University of North Dakota in 
1922, he was employed by General Elec- 
tric Co. in several engineering capacities. 
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ARTHUR E. BUSH 
Chairman of the Statistical 
Committee 


Mr. Hough was employed by the Union 
Electric Co. as an electrical engineer in 
1928. He became chief design engineer in 
1943, chief engineer in 1951, and was 
elected vice president in 1953. Mr. Hough 
has served on various industry commit- 
tees including the Electrical Equipment 
Committee, the Engineering and Operat- 
ing Division Executive Committee, as 
well as on the Research Projects Com- 
mittee which he now heads. 


Statistical Committee 
The Statistical Committee, under 
the Chairmanship of ARTHUR E. 
BusH, The Detroit Edison Co., will 
continue its efforts toward improved 
statistics on the electric utility in- 
dustry of the United States. 
The program for the improvement 
of the “Statistical Bulletin” will be 
(Continued on page 325) 





EEI Board of Directors Approves New Electric 
Living Program 


N announcing approval of the new 

EEI Electric Living Program by 
the EEI Board of Directors at its 
meeting on September 11, J. E. Cor- 
ette, President of the Institute, said 
that the program will be financed on 
a voluntary basis by Institute mem- 
ber companies. Scheduled to start 
next February, during National Elec- 
trical Week, this new industry lead- 
ership program is aimed at increas- 
ing the home use of electricity and 
will aggressively promote all-electric 
living including the Medallion Home. 

“EEI’s program is designed to rep- 
resent a rallying point for manufac- 
turers and other trade allies in the 
electrical field to concentrate and co- 


ordinate their selling efforts in the 
residential market,” Mr. Corette said. 

“To carry out its program, EEI 
plans to make use of national tele- 
vision, magazines, newspapers and 
other media,” he pointed out. 

“With this basic activity, strongly 
supplemented by the integrated ad- 
vertising and promotion efforts of 
electrical manufacturers and others, 
we expect to achieve a new effective- 
ness in selling electrical living at both 
the local and national levels,” Mr. Cor- 
ette commented. 

The basic concept of a _ national 
promotion program was approved by 
the EEI Board of Directors at its 
meeting in Boston last June. 








New EEI Safety Award Established 


HE Edison Electric Institute 

Safety Merit Award, inaugurated 
during the spring of 1943, has been 
withdrawn and has been replaced by 
the newly established Safety Achieve- 
ment Award. 

Conditions governing the new 
award are in all major respects the 
same as those which applied to the 
superseded Safety Merit Award. Cer- 
tificates for the new award have been 
patterned after the certificates used 
for its predecessor and have been 
printed in blue, gold and black ink 
on an off-white parchment stock. The 


. name of the company winning a cer- 


tificate, the number of man-hours 
worked without a disabling injury 
and the period worked without a dis- 
ability will be hand lettered on each 
original certificate. Each certificate 
will be signed by the President of the 
Institute and the Chairman of the 
Accident Prevention Committee. If 
one or more duplicate copies of the 
certificate are desired by a company 
for presentation to departments or 


subgroups in recognition of their 
contribution to the record com- 
mended, these duplicates may be 


ordered from the Institute. 


Provision for Continuing Record 


Also, in recognition of the fact that 
a no-accident record may continue for 
some time after receipt of a certifi- 
cate but short of another multiple of 
a million man-hours that would jus- 
tify a new award, provision has been 
made for a blank insert to be issued 
with each original certificate on which 
the recipient company may enter the 
total non-accident period attained. 

An initial supply of application 
forms for the new award has been 
distributed to safety directors of all 
EEI member companies. Additional 
copies are obtainable upon request to 
the Secretary of the EEI Achieve- 
ment Award Committee at EEI head- 
quarters. 

The rules and regulations applica- 
ble to the new Safety Achievement 
Award are shown at the right, as well 
as a replica of the new Safety Achieve- 
ment Award Certificate. 
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RULES AND REGULATIONS 


1. Purpose 


The Edison Electric Institute Safety Achievement 
Award is bestowed on electric utility companies in 
recognition of outstanding and meritorious achieve- 
ment in accident-free operation. 


2. The Award 

Certificates bearing the signatures of the President 
of the Edison Electric Institute and the Chairman of 
the Accident Prevention Committee will be awarded 
to: 

(a) Electric companies and combination electric 
and gas companies for the completion of 1,000,000 or 
more consecutive man-hours without a disabling work 
injury. Electric companies may make application on 
behalf of the entire company or (subject to the pro- 
visions of Par. 4 of these Rules and Regulations) 
any division, department, or other individual group. 
Applications by combined electric and gas companies 
may be made on behalf of (1) the entire company 
where its operations are predominantly electric, or 
(2) the entire electric division, or (3) any division, 
department, or other individual group whose duties 
are predominantly in electric operations. 

(b) Electric comp and combi electric 
and gas companies, with less than 100 employees on 
the rolls, for the completion of 500,000 or more con- 
secutive man-hours without a disabling work injury. 
Electric companies shall apply on behalf of the entire 
company. Combination electric and gas companies 
may apply on behalf of either (1) the entire company 
where its operations are predominantly electric, or 
(2) the entire electric division. 

3. Eligibility 

Any member of the Edison Electric Institute is 

eligible. 





4. Application for Award 

Application for awards may be made at any time 
during the year to the Secretary at the Edison Elec- 
tric Institute, 750 Third Avenue, New York 17, N. Y. 

The experience of both operating and non-operating 
personnel, including hourly workers, office workers, 
and supervisors, shall be taken into account by the 
company making application. 

Application may be made on behalf of a depart- 
ment or other individual group (including geographic 
units such as “divisions” or “districts”), where a 
majority of its activity is in electric operations. It is 
intended that the award not be available to groups 
composed predominantly of office workers. 

Combination electric and gas companies should 
make application to the American Gas Association 
for an award in behalf of gas division personnel or 
groups predominantly concerned with gas operations. 
Application to the Edison Electric Institute for an 
award will be accepted as indication that a similar 
request on behalf of the same personnel has not been 
made to the American Gas Association. 


5. Presentation of Awards 


Certificates for Safety Achievement Awards will 
be forwarded when approved to the company exec- 
utive making the application. 


6. Definition of Disablifig Work Injuries 

A disabling work injury shall be any injury arising 
out of or in the course of employment that results 
in death, permanent disability, or loss of time beyoni| 
the day or shift on which the injury was’ sustained. 

Injuries stiall be defined and classified, and de- 
batable points determined, in accordance with the 
American Standard Method of Compiling Industrial 
Injury Rates (ASA Publication Z16.1). 


7. Determination of Man-hours 


Man-hours of exposure shall be the total number 
of man-hours actually worked by all employees in the 
company, division, department, or group for which 
the award is made, including ‘hourly workers, offic: 
workers, and supervisors. 

The number of man-hours shall preferably be cal- 
culated from payroll records. If such records are not 
available, the man-hours exposure should be estimated 
upon the basis of the average number of employees 
and the average number of hours worked by each em- 
ployee during the period covered by the application. 


The date of a work injury shall be the date of the 
occurrence (not the date of the report or the date on 
which disability began). 

8. Additional Awards for Continuing Records 

Companies continuing their no-disabling-work-in- 
jury records uninterruptedly after having received 
one Safety Achievement Award can qualify for high: 
rated certificates in multiples of 1,000,000 or 500,000 
man-hours, as appropriate. 

For example, a company that has received a 
1,000,000-man-hour award can qualify for a 2,000,000- 
man-hour certificate, and so on, in multiples of 
1,000,000 man-hours, as long as its record continues 
uninterruptedly. Similarly, a company that has re- 
ceived a 500,000-man-hour award can qualify for a 
1,000,000-man-hour certificate by continuing its per 
fect record uninterruptedly for the required addi- 
tional time; and so on, in multiples of 500,000 
man-hours. 


9. Copies of Certificates 

Any company wishing to reproduce its award cer- 
tificate by any process may do so without further 
permission. Handlettered duplicates, with facsimile 
signatures, may be ordered from the Secretary at 
$4.50 each. Duplicates with the handlettering repro- 
duced by photo offset on original stock are $35.00 per 
hundred or fraction thereof; on lighter stock, $200.00 
for the first thousand and $5.00 per hundred there- 
after. All duplicates will be in the same colors as 
originals, 
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Mr. Corette discusses two problems which could 
imperil our future: the growth of government 
ownership of American business and the growth 


of tax-free business in the U. S. 











Building for the Future 


By J. E. Corette 


President, Edison Electric Institute, and President, The Montana Power Co. 


OUR invitation to me, as Presi- 

dent of the Edison Electric In- 

stitute, was a command which I 
could not and would not disobey be- 
cause, throughout the past years, 
your Rocky Mountain Electrical 
League has complimented me and 
demonstrated its fortitude and its 
western hospitality and friendliness 
by inviting me to speak on two previ- 
ous occasions. You gave me an op- 
portunity to become acquainted with 
beautiful Estes Park and Colorado 
Springs and with many of the fine 
people in your group. 

I’m indebted to you. I’m grateful. 
And I’ll do my best today to tell you 
something of interest and of value to 
you. 


Economic Situation 


I believe you will find it interesting 
to hear something about the effects of 
the recent recession on the electric 
power industry. 

Economists say that the recession 
started in the last half of 1957, but 
sales of electrical energy show it 
started much earlier. We find the fol- 
lowing comparison in the sales of elec- 
tricity, using the first six months of 
each year: 


1956 over 1955 
1957 over 1956 
1958 over 1957 


+13.8 per cent 
+ 5.6 per cent 
+ 0.4 per cent 


pteeeees 


An address before the Rocky Mountain 
Electrical League, Jackson Hole, Wyoming, 
September 15, 1958. 


Definite increases in energy sales 
became apparent in midsummer of 
this year. In August, sales averaged 
from 3 to 5 per cent over comparative 
weeks in 1957. 

You. people in the Rocky Mountain 
region are in the garden spot of 
America and may have little realiza- 
tion of the difficulties in the national 
picture. You can be proud of the fact 
that for the week ending September 
6, the Rocky Mountain region with a 
9.8 per cent increase had the largest 
increase of any region in the United 
States over the same week of the 
previous year in the sales of electric 
energy. For that week, the increase 
for the nation as a whole was 3 per 
cent compared to the Rocky Mountain 
region increase of 9.8 per cent. - 

Recently I attended a meeting of 
the Board of the Federal Reserve 
Bank of Minneapolis, where we were 
informed that all acceptable economic 
indicators show that April was the 
bottom of this recession, that the im- 
provement so far has been constant 
and even more rapid than was antici- 
pated. 


Utility Industry Future 

With this background of rapidly 
coming out of the present recession, 
let’s take a look at the future of our 
industry. 

I have found only two words which 
to me describe it adequately. They 
are that the future of this industry is 
“unlimited” and almost “unimagina- 
ble.” 
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The present investment of the elec- 
tric utility companies is approximate- 
ly $38 billion. By 1979, we estimate 
that it will be $221 billion, or about 
six times as much as at the present 
time. 

Is this too optimistic an estimate? 
We don’t believe so. It is an annual 
increase of 8.5 per cent, which is 
somewhat less than the annual in- 
crease since the end of World War II. 

Installed capability of the electric 
utility industry in 1957 was 135 mil- 
lion kilowatts. We estimate that by 
1979 it will be 665 million kilowatts, 
or almost five times as many kilowatts 
of installed capacity as we have now. 
This annual rate of growth is about 
74% per cent and again we do not be- 
lieve it to be too optimistic. 


Magnitude of Job Ahead 

These figures indicate the magni- 
tude of the job ahead for manufac- 
turers, distributors, dealers, bankers, 
investment houses and the utilities 
themselves. 

It is such an enormous task to ac- 
complish in 21 years that it makes 
me think that we should adjourn at 
this moment and all go home and 
start building for the future. How- 
ever, planning is the most important 
part of building and here we are plan- 
ning. 

With a job ahead of this magni- 
tude, we should look at the major 
problems which confront us. 

They are many, but today I would 
like to talk to you about the one or 
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two which appear to me to be the 
most important. 

In the fall of 1957 and again in 
the spring of 1958, I enjoyed the ex- 
perience of being the United States 
delegate to the Electric Power Com- 
mittee for Europe. 

We took advantage of the oppor- 
tunity and traveled to many countries 
of Europe where we observed the eco- 
nomic situation, and one place made 
a lasting impression on me which will 
add to my inspiration throughout life. 

I saw East Berlin. I saw the eco- 
nomic and personal results of com- 
plete government ownership and con- 
trol. It is a nation where every busi- 
ness, from the small flower shop or 
pop stand to the largest industry, is 
100 per cent government-owned. 
Every man and every woman, unless 
she has a child less than four years 
old, must work and must work for 
the government. No work—no ration 
ticket for food or clothing. Wages 
are low and the economic condition 
of the people is very poor according 
to our standards. In East Berlin 
there is practically no traffic. From a 
business standpoint, it looks like an 
American town on a Sunday. 

Shortly after our departure, all 
bank balances in excess of the equiva- 
lent of $18.50 in American money 
were frozen. If a person had more 
than $18.50, he had to prove to a 
Board that he did not obtain it by 
speculation or some other means not 
approved by the government. All 
money was exchanged so that a per- 
son could not possibly use any money 
he had accumulated if he had it in a 
sock or under the mattress. 

With this background of the re- 
sults of government ownership, I 
came home with a greater determina- 
tion than ever to study two things. 
First, the growth of government own- 
ership of American business, and 
second, the growth of tax-free busi- 
ness in the United States. 

This problem of government busi- 
ness and other tax-free business in 
competition with tax-paying business 
appears to me to contain the elements 
which could result in the destruction 
of all private tax-paying businesses in 
America, and to be the problem which 
could lead us to complete government 
ownership and control and to the eco- 
nomic conditions and personal depres- 
sion which I saw in East Berlin and 
which were causing 450 people per 
day, or perhaps I should say per 
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night, to escape from East Berlin to 
West Berlin where business prospers 
under free enterprise as it does in our 
country. 


Government Competition with Business 

The increase in number, size and 
influence of government and other 
tax-free business activities in our na- 
tion has been so great that we must 
now seriously question just how long 
American business can continue in 
this condition—part tax-paying and 
part tax-free. 

Historically in this country, com- 
mercial business was to be owned and 
operated by the people. The taxes to 
run the government were to be col- 
lected on the property and from the 
income of the commercial businesses. 
As evidence of this truth let me refer 
to Thomas Jefferson. He said: 


“Agriculture, manufacturing, com- 
merce and navigation, the four pillars 
of our prosperity, are the most thriv- 
ing when left free to individual en- 
terprise.” 


A recent Congressional Committee 
noted also that the Founding Fathers 
did not conceive that the Federal gov- 
ernment would engage in business in 
competition with citizens striving for 
a livelihood.1 Yet this Committee 
found that Federal agencies now have 
many business operations employing 
thousands of people and with capital 
assets running into billions upon bil- 
lions of dollars. These, the Committee 
said, are largely tax-free, but. com- 
petitive with private industry which 
pays taxes. 


Government Corporations 

We in the utility business are 
acutely aware of the truth of this 
statement, for we have competed with 
TVA and the other government power 
agencies for 25 years. We have seen 
TVA, with a governmental invest- 
ment of $2 billion, grow into the 
largest power system in the nation. 

Yet TVA is only one of more than 
70 active government corporations of 
similar character.2 These corpora- 
tions and certain business-type activi- 
ties of other Federal agencies had to- 
tal assets of $89.8 billion® on June 





+ H.R. 1197, 83rd Congress, 2d Session, 


Wee. 

* “Controlling Government Corpora- 
tions,” The Tax Foundation, p. 17. 

* Annual Report of the Secretary of 
= Treasury, January 30, 1957, p. 
624. 
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30, 1957, about 2% times the total 
utility plant investment of all the ip. 
vestor-owned electric utilities in the 
country. 

We can get some idea of the growth 
of these government business-type 
activities by noting that as recently 
as 1948 their assets totaled only $24 
billion. 


Growth of Government Business 
Enterprises 

As we review this phase of the 
American scene, we find that back in 
1933 a House Committee listed 232 
government business enterprises 
which had been created to meet the 
emergency demands of World War I 
and were still in existence. The Com. 
mittee issued this warning: 


‘ 


‘, . . the operations of the Federai 
government in the field of private 
enterprise have reached a magnitude 
and diversity which threaten to re- 
duce the private initiative, curtail 
the opportunities and infringe upon 
the earning powers of tax-paying 
undertakings, while steadily increas- 
ing the levies upon them.’ 


Yet, 25 years later, the Bureau of 
the Budget published an inventory 
of certain commercial-industrial ac- 
tivities of the government. It listed 
19,265 government installations in 
the civilian agencies alone.® 

There were another 506 manufac- 
turing enterprises listed under the 
Department of Defense. Our invest- 
ment in these activities was $11.9 
billion. 

Our government manufactures 
chain, rope, clothing, paint, dental 
equipment, caustic soda, chlorine and 
acetylene, to name a few of its busi- 
ness activities. It runs_ bakeries, 
sawmills, motion picture studios, and 
a variety of repair shops for autos, 
furniture, watches, jewelry, cloth- 
ing and other goods. 

I am sure you will agree with me 
when I say that government should 
not engage in any commercial busi- 
ness. By doing so it increases enor- 
mously the tax burden of every tax- 
paying business and every taxpaying 
person. Where the government-oper- 
ated business is in direct competition 
with a _ privately-owned taxpaying 
business, it ultimately destroys the 





* The Hoover Report, p. 154. . 
® Speech, Rep. Ben P. Harrison, April 
1, 1958. 
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taxpayer. In spite of the greater 
efficiency and economy of private 
business, it cannot survive against 
tax-free, interest-free competition 


which does not have to make a profit 
or worry about the source of new 
money. 


The Co-operatives 


Just as I am deeply concerned over 
the government’s invasion of com- 
merce and industry, so am I appre- 
hensive over the rapid growth of co- 
operatives and the danger of this 
movement to our free enterprise sys- 
tem. Most co-ops, like government 
business activities, are also exempt 
from Federal income taxes. 

For example, we have watched the 
growth of rural electric co-ops. At 
first they were concerned only with 
bringing electricity to the farms of 
the nation. Now many of them use 
their favorable position to compete 
with tax-paying businesses. 

Here again the electric industry is 
not alone in its concern. Co-op com- 
petition today affects practically 
every line of business. Paying little 
or no income tax, co-ops market and 
process farm products and sell farm 
supplies; they manufacture and dis- 
tribute hardware, farm machinery, 
building materials and household ap- 
pliances. Co-ops, literally, are in 
hundreds of businesses. 

Co-ops have grown big and power- 
ful in the last 25 years. And in the 
process they have acquired many tax- 
paying businesses. An incomplete 
list shows that 65 tax-paying enter- 
prises with hundreds of plants and 
sales outlets have been acquired by 
them. Frequently, the openly-ex- 
pressed purpose has been to escape 
Federal and state income taxes. The 
effect, of course, has been to increase 
the taxes on competing companies 
and other taxpayers. 


Measure of Taxes Evaded 


The competitive advantage of co- 
ops and their ability to grow rapidly 
centers in the retention of earnings 
which have never been subjected to 
the Federal corporate income tax. 
While their corporate competitors are 
paying 52 per cent Federal tax on 
earnings, cooperatives are using their 
money to purchase new capital fa- 
cilities, modern machinery and equip- 
ment, and for other purposes. 

It has been reliably estimated that 
cooperatives, mutual companies and 
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other tax-exempt corporations would 
pay $990,000,000 in Federal income 
taxes if their earnings were taxed on 
the same basis as independent busi- 
nesses.° Similarly, we know from re- 
cent Edison Electric Institute studies 
that the tax deficiency of government 
power operations and REA coopera- 
tives approximates $661,000,000 for 
1956. This means that co-op and 
other tax-exempt enterprises and 
government power operations alone 
escape more than 1.6 billion dollars 
in taxes yearly. This is only slightly 
less than the 1.8 billion dollars which 
investor-owned utilities paid in all 
taxes last year. 


The Danger to the Economy 


It is clear that a tax escape of this 
magnitude severely impairs the na- 
tion’s tax structure and adds heavily 
to the taxes paid by the remaining 
business and other taxpayers. 

Yet its real danger to the Ameri- 
can system lies in the cumulative 
effect it has upon competing busi- 
nesses. As government corporations 
and business enterprises expand 
their activities and add to their $89 
billion in assets, and as more and 
more independent businesses are ac- 
quired by the cooperatives, the in- 
creased taxes which independent com- 
panies must pay steadily erode their 
ability to compete. 


Edison Electric Institute 


Because of my recent experience, I 
must say a few words to you about 
the Edison Electric Institute. 

For years I had served on com- 
mittees, on some occasions as com- 
mittee chairman, and on the Board of 
Directors, but when I became presi- 
dent of the Institute and studied 
more comprehensively its organiza- 
tion and activities I became con- 
vinced that I did not understand, and 
that the officers of the utilities do not 
understand, the real benefits to be 
obtained by greater utilization of the 
Institute and its facilities. 

Immediately after taking office, I 
held a meeting of department heads, 
at which each gave me a summary 
of the work done by his department. 
At the conclusion of the meeting I 
requested that I be furnished a copy 
of every letter and every publication 





* National Tax Equality Association, 
“How Co-operatives and Mutual Bus- 
inesses Escape the Federal Income 
Tax.” 
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which the Institute sends out. All 
present laughed. I told them I knew 
what I was getting into, that it was a 
mass of material which in a month 
would fill my office if not filed in the 
wastebasket and would cause me to 
move out, that I was not anticipating 
reading it, but that I was anticipat- 
ing looking through it so that I would 
have a much more comprehensive 
knowledge of the activities of the 
Institute. 

KEI is composed of companies 
serving about 96 per cent of all cus- 
tomers of the investor-owned elec- 
tric utility industry in the United 
States. Its concept of service is de- 
scribed in the following three ob- 
jectives: 

—The advancement of the art of 
producing, transmitting and dis- 
tributing electricity. 

—Making available to its mem- 
bers and the public the factual in- 
formation it assembles. 

—Aiding its members in selling 
electricity at the lowest possible 
price commensurate with safe and 
adequate service, giving due re- 
gard to the interests of consumers, 
employees, and investors. 

These objectives are furthered by 
some 1800 committee members who 
work on 60 committees and contrib- 
ute their specialized knowledge to a 
wide range of subjects of high im- 
portance to the industry’s progress. 
These committees are classified under 
four general headings—engineering 
and operating division, sales and pro- 
motion division, accounting division, 
and general division. 

Without going into any further 
detail, let me say that by each of us 
putting into EEI a few dollars, we 
can explore problems and conduct 
programs in engineering, research, 
accounting, sales promotion, and gen- 
eral management which could not 
possibly be conducted by any small 
or medium-sized company in this na- 
tion. Let me use research as an ex- 
ample. Cooperating together through 
EEI, research programs of impor- 
tance to the entire industry are being 
conducted that a single company could 
not maintain. 


ECAP and PIP 


The Electric Companies Advertis- 
ing Program and Public Information 
Program are two other programs of 
major importance to the industry. 
Again, by each placing in the pot a 
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small annual contribution, we are 
able to do on a national basis many 
things which could not possibly be 
done by individual companies. 

Not long ago, a great industrialist 
in America said to me that he could 
not understand why our company 
contributed to ECAP instead of 
spending that same amount of money 
in local advertising. When I ex- 
plained to him that ECAP runs 
monthly ads for the utility industry 
in 23 of the finest national magazines 
in America and that the contribution 
of our company to that program is 
approximately $13,000 per year, his 
comment was, “My God, I can’t im- 
agine it. I didn’t understand. You 
would be foolish if you did not par- 
ticipate.” 

With the extensive employee and 
public relations activities of each 
company with the ECAP and PIP pro- 
grams, we have made good progress 
in explaining to employees and to 
the public the outstanding accom- 
plishments of our economic system 
and, conversely, the dangers which 
are inherent from government in 
business, tax-free business, big gov- 
ernment spending, and ever-higher 
taxes. However, any study of the 
situation in America today, of the 
constant increase of government ac- 
tivities, of the constant increase of 
government expenditures, of the con- 
stant increase in Federal and state 
taxes, of the constant increase in 
government activities and _ control 
over all business necessarily leads to 
the conclusion that we are not doing 
enough. 

My visit to Europe and my job in 
EEI have caused me to look 25 years 
ahead instead of a few years. I am 
startled and scared at what I see. If 
present trends continue, in 25 years 
private business in America is almost 
certain to be on the down-grade and 
our heritage lost. 

We who are in business today have 
no right to allow a general deteriora- 
tion .of opportunity and of freedom. 
We owe to our children and our suc- 
cessors a sacred obligation to leave 
them a country which is as good as 
the one which our predecessors left 
to us. If we are to discharge this 
sacred obligation, we must do far 
more than we heave in the past. We 
must work out some plan of eco- 
nomic education which will be so 
extensive that it will adequately in- 
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form the people of the benefits of our 
type of government and of the dan- 
gers of government ownership, gov- 
ernment control, deficit spending and 
higher taxes. 

In addition, a program must be 
developed by which American busi- 
ness and all of its employees take a 
vital interest in politics, from the 
election of a constable to the election 
of the president of the United States. 
As you all know, labor groups, the 
Farmers’ Union, and others spend 
millions of dollars and devote un- 
limited manpower to the problem of 
selfish political education. 

I recommend that each of you im- 
mediately make an extensive study 
of the very admirable practical poli- 
tics program of General Electric Co. 
and of the recent announcement of 
Gulf Oil Co., that you consider ex- 
actly the same type of program for 
your own company, and that you en- 
courage every business in every com- 
munity which you serve to adopt a 
similar program. This could turn the 
tide which is carrying us so rapidly 
to the deplorable condition of people, 
labor, and business which I saw in 
East Berlin. 


The ECAP Ad Situation 


I would be derelict if I did not 
comment briefly on the present efforts 
of the Internal Revenue Service and 
the staff of the Federal Power Com- 
mission to prevent utilities from de- 
ducting as a necessary and ordinary 
operating and business expense the 
cost of the ECAP ads. 

As many of you know, the Inter- 
nal Revenue Service is also question- 
ing the deductibility of ads as a 
business expense by Boeing Aircraft 
Co., Timkin Roller Bearing Co., and 
the American Medical Association. 

Never before was there a more out- 
standing example of “The Power to 
Tax Is the Power to Destroy.” 

This present program amounts to 
a tax on free speech. If you can ade- 
quately tax free speech, you can 
destroy it. 

Our industry, and I am sure others, 
will oppose with full strength this 
effort to prevent us from deducting 
advertising costs as a business ex- 
pense. Our greatest competitor is 
public ownership in the power busi- 
ness. If we can’t advertise against a 
competitor who seeks to take away 
our present customers, to take away 
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our property and to prevent us from 
expanding and getting new custom- 
ers, what advertising would be 
proper? 


Editorial Comment 


I think it is noteworthy, too, that 
the press of our country, through its 
trade associations and trade publica- 
tions, as well as in individual news- 
papers, has proved its sincerity by 
deed as well as word in demanding 
the right of “free speech and a free 
press.” Imagine, if you can, an 
America with a controlled press that 
did not dare to rise to the defense of 
an industry which at times the press 
itself has criticized. 

Naturally, one of the first editorials 
that came to my attention appeared 
in our headquarters city of Butte, 
Montana. The Montana Standard 
said, in part: 

“If you want to be certain of win- 
ning a slug-fest with an opponent, 
hire a couple of thugs to hold his 
arms while you give him the brass 
knucks. 

“This is what it looks like Internal 
Revenue Commissioner Harrington 
has done with America’s independent 
electric light and power companies. 
Mr. Harrington has ruled that pri- 
vately-owned electric power com- 
panies cannot deduct contributions 
to advertising campaigns from their 
tax bills. They are not considered 
proper operating costs, according to 
the ruling. 

“This might mean that no business 
is entitled to make an outcry against 
improper acts or procedures on the 
part of the government or anyone 
else. If carried to its ultimate, it 
could mean the end of free enter- 
prise.” 

And the New York Daily News, a 
tabloid that never has fostered any 
desire for a reputation as a “tool of 
capitalism” said: 

“According to C. James Proud, 
head of the Advertising Federation 
of America, the Internal Revenue 
Service has hatched a new and sinis- 
ter gimmick. The IRS, says Proud, 
is enforcing a rule of its own mak- 
ing, that private light and power 
companies can no longer charge off as 
business expenses, on income tax re- 
turns, the costs of advertisements 
stating their objections to govern- 
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ment-owned or -operated power 
projects. 
“In effect, says Proud, the IRS 


thus tells these companies ‘that you 
can compete as strongly and as keen- 
ly as you want with other companies, 
but don’t try to inform the public 
about the Government as your com- 
petitor.’ ” 

Editor and Publisher, an outstand- 
ing newspaper trade journal, ran a 
full-page editorial, in which it re- 
viewed the history of the Internal 
Revenue Service ruling with an open- 
ing paragraph, which I quote: 

“In the battle of private versus 
public power, the government seems 
to be applying one set of rules for 
itself and another set for the private 
electric companies.” 

Another highly respected trade 
publication, The American Press, had 
this, to say under the pungent head- 
ing “Gag on Advertising,” with the 
word “Gag” significantly in quotes: 

“Another vicious invasion of our 


- dwindling freedoms was chalked up 


last month when the Bureau of In- 
ternal Revenue took action to try to 
gag private industry from using ad- 
vertising to fight government com- 
petition. 

“It is our hope that the electric 
companies will not only fight this rul- 
ing in the tax courts but will go a 
step further and use part of their 
advertising space to acquaint the 
people with this attempt of the gov- 
ernment to ‘gag’ them. 

“Freedom to advertise is an im- 
portant part of the freedom of the 
press, and should be guarded with 
equal care. It is, in many cases, the 
one vehicle through which business 
can ‘speak out in open meeting.’ ” 

Now, all of these editorials and 
many others are so hard hitting that 
I would guess the advocates of Fed- 
eral power are smarting more from 
them than anything any electric util- 
ity has ever said in paid advertising. 
Nevertheless, the electric industry 
must continue its own efforts to keep 
the public informed—the public that 
looks to us for electric service and at 
the same time furnishes the tax 
money used by our public power com- 
petition. 

Advertising is an implementation 
of freedom of press and freedom of 
speech. 
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Conclusion 

The editorials from which I have 
quoted carry a message not only for 
the utility industry but for all Amer- 
ican businessmen and citizens. For 
25 years our industry has been in the 
forefront of the battle to preserve 
America’s free enterprise system. 
And as we battled against the loss in 
business to government plants and 
the concurrent loss in taxes, we also 
witnessed the appearance of govern- 
ment competition in other commercial 
and industrial fields until hundreds 
of businesses were affected by it in 
varying degrees. 

The attempt to throttle the utility 
industry indicates that the pace of 
resistance must be quickened by us 
and by all businessmen. For our part 
we must continue to serve the Amer- 
ican people with a dependable supply 
of electricity to meet their needs as 
we demonstrate the superiority of 
our economy. This means that the 
work of EEI will be even more valu- 
able to us in the future than in the 
past, as it helps us perform this pri- 
mary task. 

The effectiveness of ECAP and 
PIP must be maintained and must 
have our continued support. In ad- 
dition, I am suggesting that we em- 
bark immediately upon. an expanded 
educational program which will make 
a lasting impression upon the Amer- 
ican public. 

That program should be designed 
to present the basic facts about our 
economic system, the limited concept 
of government upon which this na- 
tion wa: founded, the effect upon all 
citizens of government waste, extrav- 
agance, and high taxes, and the in- 
roads which have been made by gov- 
ernment as it competes unfairly with 
private enterprise. This program 
must be designed to appeal to people 
in all walks of life and must be ex- 
ecuted on a_ strictly non-political 
basis. I believe that only widespread 
use of newspaper, radio, and TV ad- 
vertisements can make this program 
effective. 

I suggest, too, that we find some 
means of getting every businessman 
to recognize the danger from within 
which confronts our nation. Then all 
of us must exert many times our 
present efforts in getting the facts 
and in transmitting them to our asso- 
ciates, our employes, and the Amer- 
ican public. 
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Statistical Committee 
(Continued from page 319) 


continued; a revision of the Glossary 
of Electric Terms has been started; 
the many comments and criticisms 
submitted by other EEI committees 
on the proposed manual on intercom- 
pany comparisons will be studied 
carefully. 

The committee will continue to 
work towards regional indices of 
electric power output and a national 
industrial power index. 

Other projects include a study of 
statistical reports to top manage- 
ment; correction of minor defects in. 
the “Annual Statistical Report’; and 
an improved method of exchanging 
current economic data between com- 
mittee members. 

The last meeting of the Statistical 
Committee was held October 2-3, 1958, 
at The Homestead, Hot Springs, Va. 


Chairman ARTHUR E. BusH is As- 
sistant Controller and Statistician, The 
Detroit Edison Co. He began his career 
with Detroit Edison in 1926 as substa- 
tion operator’s helper and spent the next 
18 years in various operating and engi- 
neering jobs. He entered the statistical 
division of the control department in 
1945, was made statistician in 1949 and 
appointed assistant controller in 1953. 
Mr. Bush holds a degree in electrical en- 
gineering from the University of De- 
troit and is a registered professional en- 
gineer in the State of Michigan. 
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Data Gathered by Industry Executives 


During Russian Tour 


Undergoes Analysis 


Delegation Finds Trip Worthwhile, Russians Ready 
to Exchange Facts About Electric Power Systems 


tion and printed materials gathered by electric 

industry executives during a 16-day tour of Rus- 
sian power plants. The tour, conducted under the 
auspices of the U. S. Department of State and sponsored 
by the Edison Electric Institute and the Association of 
Edison Illuminating Companies, was completed August 
30, 1958. 

The American executives gained the impression that 
the Russians were sincere in imparting information 
about their electric power systems. They found also that 
the Russians were anxious to obtain similar information 
about American systems and manufacturing facilities. 

“There were no attempts to make comparisons, and 
no boasting by either side—just genuine interest,” 
reported Walker L. Cisler, leader of the group. 

Members of the 10-man delegation headed by Mr. 
Cisler, President, The Detroit Edison Co., included: 
Harvey Bumgardner, Chairman of Technical Exchange 
for Overseas Visitors Committee, EEI; James F. Daven- 
port, Executive Vice President, Southern California 
Edison Co.; Donald S. Kennedy, Past President, EEI, 
and Chairman and President of Oklahoma Gas and Elec- 
tric Co.; Elmer L. Lindseth, Past President, EEI, and 
now Chairman of Committee on Atomic Power, EEI, 
and President, The Cleveland Electric Illuminating Co.; 
Gwilym A. Price, Chairman of the Board, Westinghouse 
Electric Corp.; Philip D. Reed, Chairman, Finance Com- 
mittee, General Electric Co.; R. G. Rincliffe, Vice Presi- 
dent, AEIC, and President, Philadelphia Electric Co.; 
Joseph L. Singleton, Executive Vice President, Allis- 
Chalmers Manufacturing Co.; and Edwin Vennard, Vice 
President and Managing Director, EEI. 

The delegation visited the principal power installa- 
tions of Eastern Russia, both hydro and steam. Sub- 
stations, planning centers, dispatch centers, atomic in- 
Sstallations, research laboratories and plants manufac- 
turing electrical equipment were also inspected. 

The group was informed that there are some 52 


. NALYSIS is now underway of the mass of informa- 


separate power systems in all Russia, many of these 
being individual plants. There are three principal sys- 
tems, each with a capacity of six to seven million kilo- 
watts. The total installed capacity of Russian power 
stations at the end of 1957 was 48.3 million kilowatts. 
The visitors were told that present plans call for power 
capacity to double every five years. 

Today, transmission voltages in Russia are usually 
110, 150 and 220 kv. A few 400-kv-lines are in opera- 
tion. It is planned that these lines and others under 
construction will be converted to 500 kv. 

In the planning stage, too, is the construction of a 
300-mile d-c transmission line, at 800 kv (400 kv to 
ground) with a transmission capacity of 750 mw. The 
Russians expect this line to be completed in 1961 or 1962. 

Among the installations visited by the American party 
was the recently completed Kubiyshev hydroelectric sta- 
tion, reputed to be the largest in the world, with a ca- 
pacity of 2,300,000 kilowatts. It has 20 units, each hav- 
ing a rated capacity of 115,000 kilowatts. 


Visit Atomic Facilities 

The group also toured atomic research and develop- 
ment facilities. Among them was the Obnisk installa- 
tion, near Moscow, where a 5000-kilowatt atomic power 
station has been operating for the past four years. At 
this plant research is being carried on with fast breeder 
reactors and in the development of plutonium as a 
reactor fuel. 

Eighty per cent of the electric power generated in the 
USSR is thermal. At the All-Union Institute for Ther- 
mal Research in Moscow the visitors learned that experi- 
ments are being made to allow increased temperatures 
and pressures, up to 4500 lb and 1202 F. It was said 
that at the thermal stations now in service, 58.7 per cent 
of the installed equipment operates on steam of high 
parameters, mainly on steam with pressure 1422 psi at 
932 F temperature. 
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According to the State Planning Commission, it has 
recently been decided that a greater percentage of Rus- 
sian power stations will be thermal stations in the 
future. 


State Planning Commission Makes Policies 


The State Planning Commission, located in Moscow, 
coordinates the planning of the 15 Soviet Republics and 
establishes general policies for them. Each of the 15 
Republics has its own planning board which makes rec- 
ommendations for its own territory. The local board 
suggests what industries it needs and wants and to 
what extent these should be built. It suggests how 
much power it will need and where the power stations 
should be located. It is usual that the sum of these 
requests is greater than that which can be supplied. The 
State Planning Commission makes the decisions on allo- 
cations. It is the State Planning Commission that de- 
cides upon the types and capacities of power stations 
to be constructed throughout Russia. 

During the Russian tour the American delegation 
found their hosts to be friendly, courteous and eager to 
exchange experiences. It is contemplated that a similar 
group from Russia will visit the United States during 
the spring of 1959. 


Members of electric industry delegation in Russia in- 
clude, left to right, Philip D. Reed, General Electric 
Co.; James F. Davenport, Southern California Edison 
Co.; Gwilym A. Price, Westinghouse Electric Corp.; 
R. G. Rincliffe, Philadelphia Electric Co.; Walker L. 
Singleton, 


Cisler, The Detroit Edison Co.; Joseph L. 
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Allis-Chalmers Manufacturing Co.; Donald S. Kennedy, 
Oklahoma Gas and Electric Co.; Elmer L. Lindseth, The 
Cleveland Electric Illuminating Co.; Edwin Vennard, 
Edison Electric Institute, and Harvey Bumgardner, The 
Detroit Edison Co. 











Problem Drinking and Industry— i 


Ten Years with a Company Program 


By S. Charles Franco, M.D., F.A.C.P. 
Consolidated Edison Company of New York, Inc. 


N December 1947, the Consoli- 

dated Edison Co. of New York, 

Inc., officially recognized chronic 
alcoholism as a medical condition 
and adopted a Company Procedure 
on Alcoholism.* This decision was 
based on the policy that we would 
meet the problem cpenly instead of 
perpetuating the outworn pretense 
that it did not exist. A preliminary 
report on the experience of the first 
five years** was previously pub- 
lished and a_ ten-year follow-up 
study is now presented to the util- 
ities industry. 

This forthright recognition of 
problem drinking in industry coupled 
with a program for rehabilitation 
has proved worthwhile. An increas- 
ing number of employees has been 
restored to economic usefulness and 
case absenteeism has been reduced. 
Also, it has been adequately demon- 
strated that the early recognition of 
a drinking problem offers the best 
opportunity for successful rehabili- 
tation. 


Company Policy and Problem Drinking 

The first step in a program for 
meeting the situation of problem 
drinking in industry consists of a 
definite company policy. Manage- 
ment’s acknowledgment that there 
is a problem sets the stage for the 
recognition of the alcoholic em- 
ployee. The second step is the estab- 
lishment of facilities for rehabilita- 
tion. Without adequate means for 
treatment, a company program may 
degenerate into mere disciplinary 
measures. The third step recognizes 
that when attempts at rehabilitation 
of an employee have failed, the ter- 
mination of his employment on a 
consistent and equitable basis is usu- 
ally necessary in the interest of good 
personnel procedures. From a prac- 





*Wittmer, J. J., Alcoholism in Industry; 
New Policy of the Consolidated Edison Com- 
pany of New York, Quarterly Journal of 
Studies on Alcohol, Vol. 10, p. 376, Sept. 1949. 

**Franco, S. C., Problem Drinking and In- 
dustry; Five Years with a Company Pro- 
gram, Edison Electric Institute Bulletin, Vol. 
21, p. 109, Apr. 1953. 
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¢ Incidence of alcoholism in 
industry is estimated at 2 to 3 
per cent of employees. 


¢ Over a 10-year period Con- 
solidated Edison averaged 40 
new cases each year out of 
approximately 25,000 employ- 
ees. 


¢ Long-term experience with 
the company’s Procedure on 
Alcoholism indicates that 52.5 
per cent of employees with a 
drinking problem were able to 
maintain their jobs. 


¢ 70 per cent of those who 
had medical treatment at the 
Consultation Clinic were suc- 
cessfully rehabilitated. 


HNN EA 


tical point of view, the success of 
an industrial program will sharply 
reduce the need for termination 
measures. 

In recent years, industry has be- 
come increasingly aware of the need 
to deal constructively with the em- 
ployee who has a drinking problem. 
Industry’s attitude is changing from 
the consideration of alcoholism as 
exclusively a social and personal 
problem to the realization that this 
disorder is a medical condition, as 
much as diabetes or heart disease. 
In common with other sick people, 
the alcoholic cannot help himself 
without outside assistance. However, 
we do realize that there are limita- 
tions to the consideration of alcohol- 
ism as a disease because there is a 
personal element in the development 
of the condition and there must be a 
willingness on the part of the em- 
ployee to accept treatment. This con- 
cept forms the basis for the indus- 
trial approach to problem drinking 
which essentially sets up a proce- 
dure for probation to motivate the 
employee to do something about his 
drinking problem and couples it with 
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+ fast. In the pre-alcoholic phase, the 


alcohol addict experiences blackouts 
after a relatively moderate alcohol 
intake. The non-addictive alcoholic 
may also experience blackouts, but 
infrequently and only after marked 
intoxication. 


The Problem Drinker 

The problem drinker can be de- 
fined as the early alcoholic. Often 
the results of his abnormal drinking 
are masked by being attributed to 
other causes. Although he believes 
that he can control his drinking, it 
has reached such proportions that it 
is beginning to affect his relation- 
ship with his family, his friends and 
his employer. As his condition pro- 
gresses, the problem drinker finally 
drinks on the job, even in situations 
where operating rules prohibit it. 

The problem drinker is considered 
to have entered the alcoholic stage 
when he needs the morning drink to 
face the next day. At this point, he 
has lost control of his drinking situ- 
ation and he begins to rationalize his 
behavior with a sequence of alco- 
holic alibis, solitary drinking, a 
change in the pattern of drinking, 
and even periods of abstinence un- 
der social pressures. 

The onset of prolonged periods of 
intoxication, often referred to as 
benders, may rather dramatically 
identify the chronic alcoholic. This 
is said to be characteristic of the 
aleohol addict. However, it is more 
common for the effects of chronic 
alcoholism to develop insidiously. 
Continued excessive drinking can go 
on to produce physical effects on the 
body and can result in the individual 
developing one or more of the com- 
plicating diseases of chronic alco- 
holism, such as cirrhosis of the 
liver, peripheral neuritis, general 
malnutrition, and even heart disease 
(beri-beri). It is unfortunate that a 
number of these individuals can be 
“hidden” alcoholics. The final stage 
of organic deterioration may be man- 
ifested by such diseases as the 
chronic brain syndrome (wet brain) 
or an actual psychosis. At this stage, 
the individual may be known as a 
psychopathic alcoholic. 

It is evident that many of the alco- 
holics in industry masquerade under 
other categories. Some are covered 
by certificates provided by their fam- 
ily physicians. Others are hidden by 
industry itself for reasons of years 
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MEDICAL DEPARTMENT 


CONSOLIDATED EDISON COMPANY OF NEW YORK, 


NAME 





EMPLOYEE NUMBER 





REFERRAL 





INC. 


DATE 





DEPT. 





AGE SERVICE 


* PROFILE OF ALCOHOLISM 


STAGES 
1. SOCIAL DRINKING 


2. DEPENDENT ORINKING 


Excessive Drinking 
Relief of Tension 
3. PRE-ALCOMOLIC wo nc ccccescccccccscvcvece 
Sneoking Drinks 
Gulping Drinks 
Black-outs 
4. PROBLEM DRINKER (Loss OF CONTROL) 
Abnormal Behaviour 
Evening Drunk 
Week-end Drunks or on Doys Off 
Drinking on Job 
B. ALGO onic i nccccdrcccovervtecsesces 
Morning Drink 
Water-Wagon 
Solitary Drinking 
Changing Pattern 
Rationalization 
6. CHRONIC ALCOHOLIC ........... 00 cee eeees 
(c) Benders extend into Week 
Acute Auditory Hallucinosis 
Delerium Tremens 
First Hospitalization 
(b) Almost Continuous Drinking 
Anxieties 
Sedatives 
Protecting Supply 
Alcoholic Neuritis 
Alcoholic Cirrhosis 
7. ORGANIC DETERIORATION ...........00005 
Chronic Brain Syndrome 
Alcoholic Psychosis 


DIAGNOSIS: avvictive orinxer C_] 


STAGE - 


AGE 
HABITUAL EXCESSIVE SYMPTOMATIC DRINKER L__] 
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* Clinical adaptation of 


“Phases in the Drinking History of Alcoholics,” by E. M. 
Jellinek, Se.D., and ‘“‘Clinical Orientation to Alcoholism,” 


by R. G. Bell, M.D. 


Fig. 1—Profile of Alcoholism 


of faithful service or the idea that 
there is no adequate treatment. This 
has given rise to the erroneous con- 
cept in some quarters that alcoholism 
need not be considered a problem in 
industry. But medical experience dis- 
closes that unless there is actually a 
company program in operation, man- 
agement cannot have any accurate 
knowledge of the extent of the prob- 
lem. The real incidence in industry 
is estimated at approximately 2 to 3 
per cent of employees. Of course, not 


all cases are identified when a pro- 
gram is launched. Over a period of 
ten years at Consolidated Edison Co., 
with a relatively stable employee 
population, we have recognized 
nearly 400 cases with a drinking 
problem. Our experience leads us to 
place the annual incidence of new 
cases at 1%4 to two cases per 1,000 
employees per year. We have aver- 
aged 40 new cases each year in our 
group of approximately 25,000 em- 
ployees. 
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1. Recovered mt coholi 
i Grade (a)—(This classification applicable only after 4 years uninterrupted fc 
RECOVERED 1 total abstinence ) the 
(6 yea) (a) All dependence on alcohol gone and replaced by a new system of satis. 2). T 
factory, mature adjustments and values. portul 
Grade (b)—(This classification applicable only after 2 years uninterrupted 
(2 yrs.) (b) total abstinence) the C 
Dependence on alcohol appears to be gone and to be replaced by a pro- at th 
SOCIALLY gressively improving new system of satisfactory, mature adjustments and other 
RECOVERED 2 (a) values. | 
(1 yr.) to A 
2. Socially Recovered—(This classification only applicable one year after ee 
completion of initial treatment) himse 
(b) (a) Has illness under control. No relapses. Patient aware of a progressive physi 
improvement in capacity to adjust to life without former recourse to 
alcohol. any 1 
(c) (b) No relapses. Retains good motivation but still has significant psycho- 
logical, social or metabolic problems. Requires further assistance. ] 
MUCH (c) O¢casional relapses not severe enough to impair new social status 
(home, employment, community, etc.). Retains good motivation but J 
pe ga 3 (a) definitely requires further assistance. 4 We 
(1 mth. to 1 yr.) carri€ 
3. Much Improved—(This classification applicable during first year and after tin 
(b) first month following completion of initial treatment) g. 
(a) Has illness under control. No relapses. Patient aware of a progressive repor 
improvement in capacity to adjust to life without former recourse to treat 
ie) alcohol. 
(b) No relapses. Retains good motivation but has significant psychological, dak h 
social or metabolic problems. Likely will require further assistance Alcoh 
SOMEWHAT before he can improve. co 
IMPROVED 4 (c) Occasional relapses not severe enough to impair new social status comp: 
(after 1 mth.) (home, employment, community, etc.). Retains good motivation but ; 
definitely requires further assistance. son, 
speci: 
UNIMPROVED 5 (a) 4. Somewhat Improved—(This classification applicable after first month fol- eae 
lowing completion of initial treatment) treat} 
Relapses occurring severe enough to jeopardize social status (home and thera 
(b) work) but improvement in motivation and effort over pre-treatment period a 
quite evident. Must have retention of sobriety for at least one month. Re- obtai: 
quires further assistance at once. . 
holic 
MONTHS 1 2345 67891011123 4 5. Unimproved—(This classification applicable at any time) lems 
ye. yrs. yrs. yrs. (a) No noticeable change. Still idered candidate for tr t type 
(b) Considered to be a hopel didate for any type of treatment at A 
present time. avoid 
Modification of Recovery Scale for antabuse patients, by Erik Jacobsen, M.D., Copenhagen, from ‘Clinical Orientation to Alcoholism,” by that » 
R. G. Bell, M.D. 
on a 
Fig. 2—Recovery Scale for Dependent Drinking rarel; 
tiona 
‘ most 
Operation of the Company Procedure preliminary warning by his immedi- often characteristic of the hidden natur 
As we have noted previously, the ate supervisor. When there is a recur- alcoholic: ship 
basis of our program is the use of rence of the drinking situation, the main 
a firm, judicious probation policy employee is immediately interviewed a. Absenteeism—Absence on Mon- quire 
which, in effect, puts job security in. by his supervisor and is placed on day morning and frequent oceur- 3. Di 
jeopardy and motivates the employee probation. The department head noti- rences of leaving early on Friday : 
to do something about his problem. fies the Personnel Director and fur- afternoon. This will also include “no If 
This has been coupled with an ade-_ nishes him with a written report of report” absences which are not cov- empl 
quate medical facility for rehabili- all the circumstances to be forwarded ered by any medical certificate, as his d 
tation. to the Medical Department. Our ex- well as unexplained disappearance for 
The steps in the operation of the perience indicates that a complete and from assigned work. — 
Procedure on Alcoholism are sum-_ detailed report giving the entire story tion 
marized as follows: is a tremendous assistance to the phy- b. Accidents—Experience indicates ated, 
ww sician in making his evaluation of his that on-duty accidents are rather rare Sion. 
1. Recognition case. The employee in his interview in alcoholics, but they do have fre 7 medi 
The foreman and supervisor have with his immediate supervisor is ad- quent off-duty accidents, particularly porti 
the responsibility for the recognition vised that information he conveys to with assault as a factor. are | 
of the early signs of the uncontrolled the examining physician may not be disch 
use of alcohol among men working considered as a privileged communi- c. Personality — Changes may be does 
under them. It is not the responsibil- cation. come apparent in a previously good derly 
ity of the Medical Department to dis- A training program for supervisors worker. uatio 
cover alcoholics, but it does play a and foremen is in continuous opera- WI 
role in the early recognition of the tion to instruct this group in the un- d. Efficiency—Reduction in job effi- abili 
drinking problem which is masquerad- derstanding of the objectives of the ciency with operating errors and. in- drin| 
ing as a medical illness. company program and to assist them completed work. ease 
When any department of the com- in recognizing the early’ signs of eae 16 ism 
pany is confronted with a behavior problem drinking. The following are ~° Rehabilitation empl 
. . . . . . . ‘ ; 
problem arising from repeated alco- said to be indicative of the early The Medical Department has the [| ity r 
holic excess, the employee is given a_ stages of a drinking problem and _ responsibility for the diagnosis of a!- | 800d 



























































r, 1983 | October, 1958 EDISON ELECTRIC INSTITUTE BULLETIN Page 331 
coholism and for the supervision of Tasie I—ALcono.isM PRrocRraM: shortcoming of the program in the 
yted “Y the follow-up for rehabilitation (Fig. 1948-1957—GENERAL STATISTICS ~— first period was that medical facilities 
wii 2). The employee is offered the op- 2 Oras _-—s- for adequate rehabilitation were gen- 
portunity for rehabilitation through Years Cases Type of Referral erally not available. Some cases de- 
apted the Consultation Clinic for Alcoholism jo4g 195) 145 Comeny rived great benefits from the AA pro- 
" at the University Hospital. On the 1952 53* Procedure 358 gram but these were relatively few in 
. and other hand, he may choose to report ae e —— * number. Convinced by the lessons of 
to Alcoholics Anonymous, or place 1955 36 ee __*_ our own internal program of the need 
after himself under the care of his own 1956 40 398 of a special treatment center, top 
-ssive physician, or even refuse to follow 1957 = management at Consolidated Edison 
rse to any recommended treatment. 398 in December, 1951, volunteered to 
og: ° 1948- 1952- 1956- underwrite the cost of launching the 
aaa In-Plant or Outside Treatment Classification 1951 1955 195» Consultation Clinic for Alcoholism at 
» but We feel that treatment itself is best cee os wae” *¢ eee the University Hospital of the New 
carried on outside of the company set- ee ee, 30% prt 436, York University—Bellevue Medical 
= ting. However, some companies have Advanced Alcoholic 20% 8% — Center. The clinic was formally 
aii reported good results with in-plant IWRC opened on February 4, 1952, and the 
rue to treatment. Dupont and Eastman Ko- “10, Rehabilitation Clinic referrals from previous Standard Oil Co. of New Jersey 
gical, dak have been successful in the use of joined in the use and support of the 
—_ Alcoholics Anonymous, and other’ evidences every intention of facing clinic facilities in October of that 
status companies, such as Consolidated Edi- his problem, a relapse of the drinking year, Since then, approximately 18 to 
_ son, have had their best results with situation is not the occasion to deny 20 companies have taken the oppor- 
- special medical clinics. Essentially, him another chance at rehabilitation. tunity to refer problem drinking 
treatment consists of a type of group Ags a matter of company policy, sick cases. The results of treatment at the 
oe therapy, and attempts are made to~ pay is not approved for episodes of clinic have been an improvement over 
h. Re- obtain an understanding of the alco- acute intoxication. our previous experience. 
holic in regard to his immediate prob- An analysis of the general statistics 
lems with drinking. Efforts at deep Consolidated Edison Experience (Table I) reveals that the majority 
a type of psychotherapy usually are Our experience under the Proce- of cases were recognized under the 
avoided. It has been our experience dure on Alcoholism can be divided Company Procedure on Alcoholism, 
> by that rehabilitation can be carried out into two periods; the first from Janu- and this reflects on the inability of 
7 on an ambulatory basis, and only ary, 1948, to December, 1951, and the purely medical or voluntary measures 
rarely is hospitalization or institu- second since January, 1952, when the to face up to problem drinking in 
tional care required. However, it is facilities of the Consultation Clinic industry. 
most important that the confidential for Alcoholism at the University A review of the age and service of 
nidden nature of the doctor-patient relation- Hospital became operative. The major this group indicates that the high 
ship at the rehabilitation clinic be 
maintained and no reports are re- 
Mon- quired from the clinic. TasLe II—A.conouism ProcramM: 1948-1957—Trn-YeAR FoLttow-Urp 
ner 8. Disposition ee See re wee ee pein 
le “no If the drinking offense recurs, the 1948-1951 145 Cases _ ne maintained jobs (40%) 
+ cove | employee is immediately suspended by aeeeenee in arene 
to his department and a Disability Panel Reviewed in 1953—53% smal . 
nani for adjudication of his case is con- 1952-1955 183 Cases = 100 maintained jobs (55%) 
vened. At the panel, after all informa- Reviewed in 1956—60% 
tion has been presented and evalu- 1956-1957 70 Cases = — 50 maintained jobs (71%) 
licates ated, the department renders its deci- Summary 398 Cases — 209 maintained jobs (52.5%) 
yy rare | ‘Sion. While alcoholism is treated as a =_— Pl ee Sh kok ee oe & » 
re fre- 4 medical condition, it gets no dispro- 
cularly portionate share of attention. Means 
are provided to discipline and even Tasie III—A.cono.ism ProGcram: 1952-1957—Meruop or TREATMENT 
discharge the offender whose problem = — SS <= —=—===— 
ay be does not seem to be related to an un- Total Maintained Jobs Lost Jobs 
y good derlying psychological or medical sit- , Referred to Clinic 190 116 (61%) v4 
uation. a. Continued Treatment 128* 88 (68.9%) 40 
When recurrences indicate an in- b. Discontinued Treatment 62 28 (45%) 34 
ob effi- ability to cope with chronic problem : ae 
ind in- drinking or there is underlying dis- Terminated in 6 months 
ease resulting from chronic alcohol- #:- Refused Clinic 4? 29 (61%) 18 
ism and the prognosis is poor, the 3. Not Referred to Clinic 16 5 (31%) 11 
employee is recommended for disabil- 253 “150 (59%) 103 
as the J ity retirement. When the prognosis is ae as Se site Past 
; of a'- good for recovery and the employee * 1956 and 1957: 27 out of 29 cases maintained jobs (93 per cent). 
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point comes between 46 and 54 years 
of age, when the individual has had 
over 20 years’ service. These em- 
ployees obviously are a_ relatively 
stable group in contrast to the “skid- 
row” alcoholics, The long years of em- 
ployment have served as a lever in 
developing proper motivation towards 
treatment, because the probation 
process places job security in jeop- 
ardy. 

Classification of the types of alco- 
holics reveals that with the experience 
gained under the Procedure on Alco- 
holism an increasing number of cases 
are being recognized in the earlier 
stages. In fact, in the years 1956 to 
1957, no advanced alcoholics with 
organic deterioration were noted. 
This earlier recognition enhances the 
chances for successful rehabilitation. 


Analysis of Follow-up Results 


Analysis of the follow-up results of 
rehabilitation (Table II) has been 
shown to be a long-term affair. We 
feel that one cannot speak of real 
improvement until the completion of 
at least one full year of observation 
because earlier good results may 
prove deceptive. It is also obvious that 
with longer follow-up, the percentage 
of rehabilitated cases falls off. How- 
ever, there are indications that long- 
term results in those who have con- 
tinued treatment at the Consultation 
Clinic (Table III) will average close 
to 70 per cent. Also, the figures in the 
original group from 1948 to 1951, 
who did not have any special type of 
treatment, have been adversely af- 
fected by the development of the dis- 
eases of chronic alcoholism as well as 
pulmonary tuberculosis which condi- 
tions we are not encountering as fre- 
quently in the medically treated 
group. 

An interesting feature of this study 
was that the evaluation by the operat- 
ing departments of the progress of 
the employees under the Procedure on 
Alcoholism approximated the medical 
statistics. 

A breakdown of the follow-up ex- 
perience based on the method of 
treatment for the period 1952 through 
1957, when the facilities of the Con- 
sultation Clinic for Alcoholism were 
available, is shown in Table III, Out 
of a total of 253 cases, 190 or 75 per 
cent were referred to the clinic. 
Forty-seven employees refused the 
treatment at the clinic and were 
followed only in the Medical Depart- 
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ment. These were largely the early- 
type alcoholic and problem drinkers. 
In some of these cases the personal 
crisis precipitated by the probation 
procedure may motivate them to stop 
or control their drinking. Unfortun- 
ately, this is not applicable to all 
cases with a drinking problem. Six- 
teen employees were not referred; 
seven were non-alcoholics, three cases 
presented predominant psychiatric 
disease, and six others were advanced 
alcoholics with marked organic de- 
terioration. 


Effects of Treatment 

A closer analysis of the results re- 
veals that of the employees who were 
able to continue treatment at the 
Consultation Clinic for at least one 
year, 68.9 per cent maintained their 
jobs. Even more interesting is the 
fact that in 1956 and 1957, 27 out of 
29 cases, or 93 per cent, were success- 
fully rehabilitated. Review of the 
period of observation indicates that 
over 65 per cent of those who lost 
their jobs did so within the first year 
of follow-up. After the fourth year, 
relapses with failure and loss of jobs 
are rare. 

Review of the method of termina- 
tica of those employees who lost their 
jobs reveals that they were rather 
evenly divided between disability an- 
nuities and separation allowances 
which are limited as to duration. To 
illustrate that the alcoholism proce- 
dure was not intended as a reward 
for misbehavior, about 10 per cent of 
the cases were discharged and 5 per 
cent resigned their jobs when they 
had a recurrence of their drinking 
behavior. 

Another tangible result of the com- 
pany program on alcoholism has been 
the reduction in absenteeism in the 
cases involved. The average recorded 
sick absence in the Consultation 
Clinic cases for a three-year period 
prior to referral was approximately 
14 days per year. We have reason to 
believe that absences due to alcoholic 
episodes themselves were masked as 
medical conditions. Since the incep- 
tion of treatment, the absence sev- 
erity rate has been less than four 
days per year in the rehabilitated 
cases. 

Summary 

The long-term experience with the 

Consolidated Edison Co. Procedure on 


Alcoholism in the ten years from 


October, 195 
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January, 1948, to December, 1957, 
indicates that 52.5 per cent of the 
employees with a drinking problem 
have been able to maintain their jobs. 
More specifically, those who had the 
benefit of medical treatment at the 
Consultation Clinic for Alcoholism at 
the University Hospital demonstrated 
that nearly 70 per cent were success- 
fully rehabilitated when reviewed 
over a follow-up period of more than 
five years. There has also been a re- 
duction in absenteeism in the rehabil- 
itated cases, The company program is 
a positive step towards the prevention 
of disability from chronic problem 
drinking. 
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Research by Electric Utilities 


968 Distinct Research Projects Are in Progress or Have Been 
Recently Completed by EEI and Member Companies, Mr. Seelye’s 
Exhaustive Survey Reveals 


By Howard P. Seelye 
Consultant, Research Projects 
Committee, EEI 


(What are the electric power utili- 
ties doing in research? It is to an- 
swer this question as it pertains to 
member companies of the Edison 
Electric Institute that a series of 
articles, of which this is the first, 
will be presented. They will be de- 
rived from information obtained in a 
survey of research among EEI mem- 
bers carried on by its Research Pro- 
jects Committee during the past two 
years. 

It is obvious that the origin and 
the remarkable advance of the electric 
power industry must have been the 
result of extensive research. Much of 
this research, naturally, has been 
done by the manufacturers of the 
equipment used in the industry. The 
considerable part which the operating 
power companies themselves have had 
and are having in it, however, is not 
so generally recognized. The purpose 
here will be to bring out something 
of the magnitude and scope of this 
work, and to indicate wherein lie its 
opportunities for the future.) 


Definition of Research 

HERE are many different con- 

cepts of what the term “re- 

search” includes. They vary 
from the very limited inclusion of 
only basic scientific studies, to a 
broad coverage of all conceivable 
types of investigation, even minor 
calculations and routine tests and 
trials. It was necessary, therefore, 
that, for the purposes of the survey, 
the term “research” be specifically 
defined as it would be there used. It 
was believed that, for the survey to 
be of most benefit to the industry, all 
projects should be included which 
were directed toward developing 
something new and unique, regardless 
of their size or relative importance. 


A definition was, therefore, chosen as 
follows: 


“Any organized investigation into 
new materials, new equipment, new 
processes or new methods not pre- 
viously used, both in engineering 
and also in other fields.” 
This definition was applied as a cri- 
terion to the selection of all projects 
to be included in the final results of 
the survey. It should be noted that it 
excludes casual and unorganized 
studies, also routine testing and trials 
of equipment or methods already 
developed. 


Amount of Research 


The survey disclosed a total of 968 
distinct research projects currently 
in progress or recently completed by 
EEI or by its member companies. 
These projects cover a wide range as 
to size, complexity and application. 
They all conform with the definition 
in containing elements of “newness,” 
and are all of some general interest 
to the industry, purely local projects 
having been eliminated. After group- 
ing those projects which, although in 
different companies, were concerned 
with the same or with very closely 
related subjects, the list showed that 
763 subjects were being given re- 
search attention. 

No attempt has been made to eval- 
uate this research program in terms 
of dollars or of manpower. It would 
be very difficult to obtain any accu- 
rate figures and, even if available, 
they would be of relatively little 
significance. The value of researcn 
is not measurable by dollars expended, 
nor is there any good measure by 
which expenditures for research can 
be judged to be too little or too much. 
The real question is whether or not 
those things are being investigated 
and developed which are necessary to 
the continued progress of the indus- 
try and which must be available in 
years to come to meet expected con- 
ditions when they occur. From the 
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results of this survey the conclusion 
can be drawn that the present re- 
search activity among power utilities 
is substantial, even surprisingly so, 
but that there are opportunities for 
coordination of effort, for expansion 
and for projection into new fields. 


Participation in Research 

For many years the EEI has been 
participating in research. A consider- 
able part of the work of its Engineer- 
ing Committees has been concerned 
with the exchange of information 
among members on new ideas and new 
developments and also in encouraging 
forward thinking and in actually con- 
ducting projects which would come un- 
der the foregoing definition of re- 
search. Certain projects of major im- 
port and general interest have, on 
their recommendations, been financial- 
ly supported or wholly sponsored by 
EEI as a whole. The survey list 
includes 10 such projects. A few of 
the others are joint activities of two 
or more companies. For the most 
part, however, the projects reported 
are being carried on by individual 
utilities. 

Very few of the companies have 
separate divisions in their organiza- 
tions specifically devoted to research, 
although there has seemed to be some- 
what of a trend in this direction re- 
cently. Studies of a characteristic 
research nature are, however, con- 
ducted by many other groups whose 
chief functions may be engineering, 
operating, testing, statistical, or 
other. An appreciable amount of re- 
search is also farmed out to outside 
agencies, research laboratories, col- 
leges, consultants, etc. 

There are 175 operating utilities in 
the EEI membership, many of them 
being, of course, relatively small local 
systems. The major part of the re- 
search work reported in the survey is 
being done by about 20 per cent of 
the companies, this including, natu- 
rally, most of the larger ones. About 
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55 per cent of the companies are doing 
no individual research. The remain- 
ing 25 per cent are engaged some- 
what, either in a very few special 
studies or contributing to some group 
activity. All member companies do 
participate in the support of those 
projects which are sponsored by the 
EEI as a whole. The figures quoted 
are not to be assumed to be directly 
indicative of a proper distribution of 
research support or the lack of it. 
With very few exceptions, the infor- 
mation obtained in any of the re- 
search projects is freely available to 
all interested member companies on 
their request. 


Utilities’ Responsibility in Research 


It is sometimes asked, “Consider- 
ing all of the research which the 
equipment manufacturers are carry- 
ing on, what is there for the utilities 
to do?” 

It is true that the electrical manu- 
facturers are doing a great deal of 
research and their past history in this 
regard has been outstanding. Much 
of the progress of the electric power 
industry has been due not only to 
their continuous development of new 
materials and equipment and their 
improvement of older ones, but also 
to their attention to basic research in 
scientific fields not immediately ap- 
plicable to practical purposes. 

The utilities have, of course, par- 
ticipated indirectly in this through 
their purchases of the manufacturers’ 
products at prices sufficient to sup- 
port their research. It must be re- 
membered, however, that a manufac- 
turer’s primary concern is, naturally, 
in producing useful equipment which 
can be sold at a profit. His special in- 
terest and knowledge is in how to 
make this equipment rather than in 
how to use it. The utilities, on the 
other hand, have the responsibility 
of selecting their equipment and ap- 
plying it in such a way as to produce 
effective, efficient and economical 
power systems. In addition they have 
the obligation of planning those sys- 
tems to meet foreseeable load condi- 
tions and other problems peculiar to 
their particular business. ‘There are 
many opportunities and necessities 
for research in these areas which only 
the utilities, with their intimate 
knowledge of their own operating con- 
ditions, can undertake. These re- 
search possibilities might be: 


1. Cooperating with equipment 
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manufacturers in suggesting 
new equipment needed or im- 
provements in old designs; test- 
ing and field-trying new or im- 
proved items to prove their prac- 
ticability. 

2. Problems concerned with the de- 
termination of the future sys- 
tem loads to be carried and the 
best types of systems for carry- 
ing them—what voltages should 
be used, what steam pressures 
and temperatures, what pattern 
of transmission arrangement, 
what type of substations. 

3. Problems concerned with the se- 
lection and the installation of the 
most suitable equipment for the 
specific conditions; various asso- 
ciated units of equipment must 
be correlated; stations, cables 
and lines must be compatible 
with present system patterns 
and with planned future devel- 
opments; all these must be prop- 
erly installed for convenient and 
reliable operation. 

4. Problems concerned with the op- 
eration of the system for best 
service and greatest economy. 

5. Problems concerned with the 
proper maintenance of the sys- 
tem. 


The nature of the research work 
which is done by a utility in any of 
these areas varies over a wide range, 
depending on the nature of the prob- 
lem, the company’s own interest and 
attitude toward research, and the 
need which exists for a solution. In 
some cases the approach has been 
fundamental in nature, dealing with 
basic science rather than with de- 
tailed applications. 

In the survey list, however, such 
studies are in the minority, there 
having apparently been comparatively 
little attention devoted to “pure re- 
search,” that is, research for which 
there is no apparent present applica- 
tion although the results may even- 
tually prove to be of great practical 
value. 

The greater part of the research by 
utilities has been of the nature of 
“application” studies, for the specific 
purpose of improving conditions 
which now exist or for avoiding 
troubles which are being experienced. 
These studies are very often quite 
general and basic, seeking broad solu- 
tions which will be applicable to many 
cases and many systems and for a 
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long time in the future. Some of the 
projects, on the other hand, deal with 
specific, limited and immediate prob. 
lems, leading to a definite, detailed 
method, design, plan or specification, 
In all cases, however, projects in. 
cluded in the survey listing are con- 
sidered to have general interest to 
the industry and to be applicable to 
more than the single sponsoring com- 
pany. 
Field of Utility Research 

In succeeding articles the applica- 
tion of research by the utilities in the 
various categories previously men- 
tioned will be illustrated by specific 
projects taken from the survey list, 
These will be arranged in a general 
classification as follows: 

a) System Planning and Operation 
This will include studies dealing 
with load forecasting, selection 
and arrangement of generating 
units, system voltages, service 
standards, engineering econom- 
ics, system operation, and elec- 
trical and physical phenomena 
and characteristics. 

b 


Research on Power Plants 

Problems peculiar to hydro 
plants will be indicated, also | 
brief mention of internal con- 
bustion and atomic power plants. 
Under steam plants there will 
» be included projects dealing 
with various subdivisions of the 
fuel-to-kilowatts process—fuels, 
combustion air and combustion 
products, the steam circulating 
system, the condensing systen, 
and the turbine-generators. 


c) Research on Transmission and 


Distribution 
There will be shown projects de- 
voted to underground cables, 


conduits and vaults, and under- 
ground transformers and other 
equipment; also those dealing 
with stations and substations, 
with overhead line structures, 
insulators, conductors and hard- 
ware, with distribution trans- 
formers and capacitors, with 
tools, and with instruments, re- 
laying and meters. 

d) General and 
Research 
Under this heading there are 
numerous miscellaneous projects 
of an engineering nature, not 
otherwise classifiable; research 


Non-Engineering 





on load characteristics, farm * 


electrification, air conditioning; 
(Continued on page 336) 
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Kenneth C. Christensen, treasurer 
of Pacific Gas and Electric Com- 
pany, has been elected vice president 
and treasurer of the company. 

Mr. Christensen, a resident of San 
Francisco, was born in Palo Alto, 
where his father at one time was 
mayor. He graduated from Stanford 
University in 1930 and joined the 
PG&E valuation department the fol- 
lowing year. In 1944 he became as- 
sistant treasurer and was elected 
treasurer in 1952. 

During his tenure in these posi- 
tions he has played a major role in 
the financing of PG&E’s unprece- 
dented postwar expansion, in which 
expenditures for construction will 
have totaled more than $2 billion by 
the end of 1958. Net proceeds from 
the marketing of new securities of 
the company for this purpose have 
totaled $1.3 billion. 

Mr. Christensen is treasurer of 
the Pacific Coast Electrical Associa- 
tion and a member of the Pacific 
Coast Gas Association, American 
Economic Association, American Fi- 
nance Association and American 
Statistical Association. 





A. D. Root, financial vice presi- 
dent and director of Pennsylvania 
Power & Light Co., has been elected 
president of the Pennsylvania Electric 
Association. Mr. Root, who served as 
first vice president of the Association 
for the past year, succeeds J. O. 


Chambers, vice president of West 
Penn Power Co. 
The new PEA president is a 


graduate of the University of Idaho. 
He joined PP&L in May, 1945, as vice 
president. For more than 25 years 
prior to that time, he was associated 
with Ebasco Services, Inc., and its 
predecessors in a financial consulting 
capacity for utility companies. 
Elected to serve as vice presidents 
of the PEA were Walter J. Lyman 
of Duquesne Light Co., G. P. Parry, 
Metropolitan Edison Co., and Park 


R. Lawson, Pennsylvania Electric 
Co. 


Reassignment of various manage- 
rial functions within Arizona Public 
Service Co. has established three 
new areas of responsibility. 

The changes are as_ follows: 
George Groh and Lee Poe, both vice 
presidents, have been appointed 
managers of the Research and Plan- 
ning and General Services Depart- 
ments, respectively, and M. H. Diels, 
budget director, has been elected 
comptroller and head of the Meas- 
urements Group. 

Mr. Groh has been with the com- 
pany since 1929 and his utility ex- 
perience has covered 35 years. He 
was named vice president in 1945 
and has had experience in the com- 
pany’s engineering, sales, operating, 
maintenance and construction depart- 
ments. 

Mr. Poe joined Arizona Public 
Service in 1941, having previously 
worked for Florida Power & Light 
Co. He served as Northern Division 
manager prior to his new assignment 
and has been a vice president since 
1953. 

Mr. Diels started with Arizona 
Public Service as budget director a 
year ago. Prior to that he served as 
treasurer of Southern Nevada Power 
Co. and has 20 years of experience 
in utilities and accounting firms 
throughout the country. 





Raymond D. MacFee, formerly 
manager of the auditing department 
for both companies, has been ap- 
pointed assistant comptroller for 
Jersey Central Power & Light Co. 
and New Jersey Power & Light Co. 

Mr. MacFee joined New Jersey 
Power & Light as cost accountant in 
1941. He was promoted to supervisor 
of the company’s Continuing Prop- 
erty Records Department in 1953 and 
became auditing department man- 
ager in 1957. Prior to his NJP&L 
service, Mr. MacFee was associated 
with various certified public ac- 
countant firms. 





John C. Herbert, formerly pur- 
chasing agent of Potomac Electric 
Power Co., has been appointed man- 
ager of purchasing and general 
services. 

Mr. Herbert has been with Poto- 
mac Electric Power for 33 years. He 
is a member of the EEI Purchasing 
and Stores Committee and the Na- 
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tional Association of Purchasing 
Agents. In his new position he will 
be in charge of purchasing and 
stores, motor transportation, build- 
ing operations, police, central file 
and telephone services. 

Succeeding Mr. Herbert as_ pur- 
chasing agent is Aaronson E. Stant, 
formerly assistant purchasing agent. 
Mr. Stant has been employed by Po- 
tomac Electric since 1926. He moved 
into his previous position in 1956. 





William H. Osterle, supervisor of 
planning engineering at the general 
office of West Penn Power Co., has ° 
been promoted to manager of the 
newly created Research and Devel- 
opment Department. The department 
was originated within the company’s 
engineering group to coordinate the 
many new developments and ad- 
vances in electric utility engineer- 
ing as they apply to West Penn. 

Mr. Osterle joined West Penn 
Power in 1925 at the general office. 
He returned to the general office en- 
gineering staff in 1931 after serving 
four years as a division engineer. He 
became system planning engineer in 
1945 and supervisor of planning en- 
gineering in 1955. He is a member 
of the Prize Awards Committee, past 
member of the System Engineering 
Committee, and past chairman of the 
Pittsburgh section of the American 
Institute of Electrical Engineers, as 
well as past chairman of System 
Planning Committee of Pennsylva- 
nia Electric Association. 

Gordon B. Hoffman, assistant to 
the vice president, division opera- 
tions, has been named assistant man- 
ager of the Planning Engineering 
Department of West Penn Power. 

Mr. Hoffman is a 27-year veteran 
of West Penn service, most of it in 
the engineering field. He worked as 
an overhead lines engineer in New 
Kensington and Kittanning before 
coming to the general office as a 
staff engineer in 1946. He then 
served as civil engineer (1949), Key- 
stone Division manager at Ridgway, 
Pa., in 1952 and assistant chief 
engineer (1954) before assuming his 
present position as assistant to the 
vice president-division operations in 
1956. A graduate of Cornell Univer- 
sity, he has served as member of the 
electrical and transmission and dis- 
tribution committees of EEI and the: 
Pennsylvania Electric Association. 








Safety Glasses Save Two Eyes! 


By George J. Ruoff 


Safety Director, Central Hudson Gas & 
Electric Corp. 


N May 14, 1958, a Central Hud- 

son line crew in charge of Leon 
Reiff, working out of the Kingston 
District, was engaged in transferring 
wires and devices from an old to an 
immediately adjacent new pole on an 
energized primary-secondary distri- 
bution circuit. Lineman John O’Banks 
was on the old pole, removing the 
equipment, while Lineman Leon Reiff, 
on the new pole, secured the trans- 
ferred material. 

During the course of the work, 
Lineman O’Banks had to move down 
the pole several feet and, therefore, 
released his safety belt and began to 
lower his position. His left climber 
was engaged in the pole as he moved 
his right foot in order to engage that 
climber into a new position. As he 
unbelted, the snap or the belt buckle 
of the free end of his safety belt 
caught on the clamp of a guy wire. 
This unexpected “snagging” drew 
him off balance, causing him to fall 
from a height of 23 feet. 

Sixteen feet above the ground, he 
was able, momentarily, to get his arm 
around a telephone cable. His fall 
was slowed and his body was turned 
to a position horizontal to the ground. 
Slipping off the cable, he fell, face 
downward, into an area of numerous 
dry, stiff weed stubble. 


The force of the impact drove 


Lineman O’Bank’s face into the 
ground, actually making a crater. His 
safety glasses were pushed so hard 
to his face that the frames and tem- 
ples were badly bent. The lenses, 
however, neither broke nor left the 
frame, affording his eyes complete 
protection from injury. That portion 
of his face not protected by safety 
glasses received abrasions, lacerations 
and bruises. 

Although he was severely shaken 
up and received other body abrasions 
and bruises, X-rays taken at the hos- 
pital immediately afterwards re- 
vealed no fractures and he was able 
to return to work the next day. 

It is significant that those safety 
glasses were plano, meaning that the 
man did not require them for eye 
correction; and they were clear 
lenses, meaning that they were not 
being worn as “sun glasses.” Once 
again our company’s Eye Conserva- 
tion Program paid dividends and 
gave us our 58th Wise Owl. . 

The Wise Owl Club of America is 
an eye safety incentive program with 
more than 2000 chapters in the 
United States, Hawaii, Puerto Rico, 
Cuba and Canada. Its goal is to re- 
duce needless loss of sight due to 
industrial, home and school accidents 
by promoting the use of safety eye 
wear. Requirement for membership 
in this organization is that a person 
has avoided serious injury to his 
sight by wearing safety glasses dur- 
ing an on-the-job accident. 

Governor Averell Harriman of 





Governor Averell Harriman presents Wise Owl award to Lineman John O’Banks as 
Ernest R. Acker (right), President of Central Hudson Gas & Electric Corp., and 


— H. Bigelow (left), of the National Society for the Prevention of Blindness, 
ook on. 
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New York inducted Lineman O’Banks 
into the Wise Owl Club as its 15,1 
000th member in a ceremony at the 
Governor’s New York City residenc 
on September 22. Mr. O’Bank 
received the special membershiy 
certificate from the Governor on be 
half of the National Society for th 
Prevention of Blindness, sponsors of 
the Wise Owl Club. 

Also present at the ceremony wer 
Ernest R. Acker, president of Central 
Hudson Gas & Electric Corp.; Mason 


H. Bigelow, chairman of the National \ 


Society for the Prevention of Blind 
ness; Franklin M. Foote, executive 
director of the society; Leonard \. 
Greenburgh, chairman of the Indus. 
trial Advisory Committee of the 
society; and James E. O’Neil, di. 
rector of industrial service of the 
society. 

According to Mr. O’Neil, approxi- 
mately 300,000 eye injuries were 
sustained by industrial workers las; 
year. It is estimated that 90 per cent 
of these accidents could have bee 
prevented if proper eye safety equip- 
ment had been worn. 





Research by Utilities 


(Continued from page 334) 


sales research; economic It 
search; a group of subjects per- 
taining to company manage 
ment; application of electronic 
computers; personnel research; 
area development. 


Since the main purpose of present: 
ing this listing of research projects 
is to illustrate the areas in which re- 
search by electric power utilities is 
appropriate and desirable, it will be 
in no sense a catalog of all. of the 
projects reported. On the other hand, 
some mention of the need or the ob- 
jectives will be made in connection 
with many of them, with a sufficient 
number of specific cases to indicate 
the variety, the scope and the cor: | 
centration of interest on certain sub- 
jects. The material will be limited to 
those projects actually reported in the 
survey without extending the discus- 
sion to possible work which might be 
done to advantage in similar or in 
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other fields. Some thoughts on future 
needs and possibilities will be given 
in the closing article of the series. 
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OFFICERS 
NN 6:22 3k '5: 4s cine Lor rie A OO RIES a ON edb wann.e a Roamwemeuas The Montana Power Co., Butte, Mont. 
en WOOO ONDINE. 5.5 0.6.0, 0:6:6.6:0'6:a.0.'6in aw 00 ia isinwindies\o.0-o.0is.e-s.0 sew 0%" Northern States Power Co., Minneapolis, Minn. 
EDWIN VENNARD, Vice President and Managing Director.............cccceccecccccecs .....750 Third Ave., New York, N. Y¥. 
EN:  OUNONNN 50.5:0.65:0:0'4.5:4-60,00:d/46 6.0000 H0506,0-0,0-0 Consolidated Edison Co. of New York, Inc., New York, N. Y. 
A. B. MorGaNn, Secretary and Assistant Managing Director...........ccccccccceccccccceees 750 Third Ave., New York, N. Y. 
BOARD OF DIRECTORS 
(Terms expiring 1959) 
H. J. CADWELL, Western Massachusetts Electric Co. D. C. McKrgE, The Empire District Electric Co. 
Stuart CooPeR, Delaware Power & Light Co. J. L. Rice, Jr., The West Penn Electric Co. 
CaRL Pe Ee be rong Power and Light Co. R. G. RINCLIFFE, Philadelphia Electric Co. 
ALLEN S. KING, Northern States Power Co. R. E. Rrrcuiz, Arkansas Power & Light Co. 


C. E. KoHLHEPP, Jersey Central Power & Light Co. 


C. R. LANDRIGAN, The Detroit Edison Co. W.H. SaMMis, Ohio Edison Co. 
J. E. Loiseau, Public Service Co. of Colorado J. R. WELSH, Southwestern Electric Power Co. 
EARLE J. MACHOLD, Niagara Mohawk Power Corp. ERWIN H. WILL, Virginia Electric and Power Co. 


(Terms expiring 1960) 


W. C. BecKsorD, The Cincinnati Gas & Electric Co. W. T. LuckING, Arizona Public Service Co. 

W. C. BELL, The United Illuminating Co. W. W. Lyncu, Texas Power & Light Co. 

N. A. CocKE, Duke Power Co. L. C. McCiurkin, Savannah Electric and Power Co 

J. F. DAVENPORT, Southern California Edison Co. IJ MoDesoven, Geenain Oi C . 

T. W. DELZELL, Portland General Electric Co. ae ae ae : 

G. S. Dinwippiz, New Orleans Public Service Inc. A. R. SCHILLER, Public Service Co. of New Hampshire 

Wittis GALE, Commonwealth Edison Co. G. W. VAN DERZEE, Wisconsin Electric Power Co. 

M, L. Kapp, Interstate Power Co. J. THEODORE WOLFE, Baltimore Gas and Electric Co. 

(Terms expiring 1961) 

J. K. BusBy, Pennsylvania Power & Light Co. D. S. KENNEDY, Oklahoma Gas and Electric Co. 

D. C. Cook, American Electric Power Co., Inc. E. D. SHERWIN, San Diego Gas & Electric Co. 

E. W. Doesier, Long Island Lighting Co. N. R. SUTHERLAND, Pacific Gas and Electric Co. 

R. R. DUNN, Potomac Electric Power Co. L. V. Surron, Carolina Power & Light Co. 

C. E. EBLE, Consolidated Edison Co. of New York, Inc. W Pe T J Public Service Electri é d Gas C 

F. I. FamMAN, Kentucky Utilities Co. os Se Sees ee Se eee eee eee 

P. A. FLEGER, Duquesne Light Co. WILLIAM WEBSTER, New England Electric System 

D. E. KARN, Consumers Power Co. C. H. WHITMORE, Iowa-Illinois Gas and Electric Co. 
ADVISORY COMMITTEE 1958-1959 

E. R. Acker, Central Hudson Gas & Electric Corp. I. L. Moore, New England Electric System 

D. C. BARNES, Virginia Electric and Power Co. GrRovER C. NEFF, Wisconsin Power and Light Co. 

A. D. BarNEY, The Hartford Electric Light Co. C. E. Oakes, Pennsylvania Power & Light Co. 

J. B. BLACK, Pacific Gas and Electric Co. J. S. OsBorNE, Central & South West Corp. 

HARLLEE BRANCH, JR., The Southern Co. W. A. ParisH, Houston Lighting & Power Co. 

W. L. Cister, The Detroit Edison Co. HAROLD QUINTON, Southern California Edison Co. 

C. P. CRANE, Baltimore Gas and Electric Co. K. M. RoBINsON, The Washington Water Power Co. 

C. B. DELAFIELD, Consolidated Edison Co. of N. Y., Inc. McGrecor SMITH, Florida Power & Light Co. 

T. G. DIGNAN, Boston Edison Co. Pump Sporn, American Electric Power Co., Inc. 


Epcar H. Dixon, Middle South Utilities, Inc. 


Grorce M. GapsBy, Utah Power & Light Co. FRANK M. Tait, The Dayton Power and Light Co. 


* . * J. B. THomAs, Texas Electric Service Co. 
A an dantinmeon Seuss Gules Co” Cs. E. S. THOMPSON, The West Penn Electric Co. 
Pau B. MCKEE, Pacific Power & Light Co. ALLEN VAN WYCK, Illinois Power Co. 


EXECUTIVE COMMITTEE 


H. J. Cadwell, C. E. Eble, Willis Gale, W. W. Lynch, R. G. Rincliffe, W. H. Sammis, N. R. Sutherland, L. V. Sutton, 
G. W. Van Derzee 


CHAIRMEN OF EDISON ELECTRIC INSTITUTE COMMITTEES (1958-1959) 
COMMITTEES OF THE BOARD OF DIRECTORS 


Atomic Power, E. L. LINDSETH .. .......ceeeeeees Re Ce ree The Cleveland Electric Illuminating Co., Cleveland, Ohio 
Management Economies Committee, S. L. DRUMM.........0000 cece ccc ce eee eeeesceeeee West Penn Power Co., Greensburg, Pa. 
De Nc ck enc henaeae chbae been sabsxeseee aw gue The West Penn Electric Co., New York, N. , a 
Regulation, C. E. KOHLHEPP ...............:- em nchea bad bode e wales ee eee a Jersey Central Power & Light Co., Denville, N. J. 
Relations with Educational Institutions, S. R. KNAPP.......00eseeeeeeeeee The Connecticut Light & Power Co., Berlin, Conn. 


Special Taz Policy, D. S. KENNEDY.........cccccccccccccccescescoucs Oklahoma Gas and Electric Co., Oklahoma City, Okla. 
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CHAIRMEN OF EDISON ELECTRIC INSTITUTE COMMITTEES (1958-1959) 
(Continued) 


ACCOUNTING DIVISION 


Accounting Division Executive, B. J. MCMILLEN The Cincinnati Gas & Electric Co., Cincinnati, Ohio 
Coordinator of Customer Activities Group, A. B. WILSON Georgia Power Co., Atlanta, Ga, 
Accounting Division Customer Relations, R. D. Davis Ohio Power Co., Newark, Ohio 
Customer Accounting, D. M. ARNOLD Pennsylvania Power Co., New Castle, Pa 
Customer Collections, F. U. NAYLOR Pacific Gas and Electric Co., San Francisco, Calif, 
Coordinator of General Activities Group, A. R. ST. BERNARD The Cleveland Electric Illuminating Co., Cleveland, Ohig 
Depreciation Accounting, L. W. ROBINSON Consumers Power Co., Jackson, Mich, 
General Accounting, G. F. JONES Potomac Electric Power Co., Washington, D, ¢, 
Internal Auditing, ANTON STEVEN West Penn Power Co., Greensburg, Pa, 
Plant Accounting and Property Records, L. W. BURNS Northern States Power Co., Minneapolis, Minn, 
Taxation Accounting, G. J. COVALT The West Penn Electric Co., New York, N. Y, 
Coordinator of Special Activities Group, P. R. LAWSON Pennsylvania Electric Co., Johnstown, Pa 
Accounting Developments Service, J. P. WILLIAMSON The Toledo Edison Co., Toledo, Ohio 
Accounting Employee Relations, J. J. LEARY Boston Edison Co., Boston, Mags, 
Application of Accounting Principles, V. A. Kos Commonwealth Edison Co., Chicago, Il 
Electronic Accounting Machine Developments, R. E. HARBAUGH Philadelphia Electric Co., Philadelphia, Pa, 
Uniform System of Accounts, R. G. SCHNEIDER Virginia Electric and Power Co., Richmond, Va, 


COMMERCIAL DIVISION 


Commercial Division Executive, E. O. GEORGE The Detroit Edison Co., Detroit, Mich, 


Commercial Sales Group, H. R. JONES West Penn Power Co., Greensburg, Pa, 
Commercial Cooking & Water Heating, R. L. MCCUEN Duke Power Co., Charlotte, N. 6, 
Commercial Lighting, G. J. GILLEN Consolidated Edison Co. of New York, Inc., New York, N. Y, 
Electric Space Heating & Air Conditioning, L. E. BLADES Arkansas Power & Light Co., Little Rock, Ark 
Street Lighting, G. G. WHEELER Northern States Power Co., Minneapolis, Minn. 

Farm Group, P. R. S Consumers Power Co., Jackson, Mich, 
Farm Development, M. H. Luoyp Niagara Mohawk Power Corp., Syracuse, N. Y, 
Farm Promotion, H. M. GIBBs Texas Power & Light Co., Dallas, Texas 

Industrial Power & Heating Group, P. W. McCorMIck Union Electric Co., St. Louis, Mo. 
Competitive Service, R. W. BASCHNAGEL Rochester Gas & Electric Corp., Rochester, N. Y. 
General Power & Heating, J. H. AHRENS The Hartford Electric Light Co., Hartford, Conn. 
Sales Methods & Development, A. D. SPILLMAN Philadelphia Electric Co., Philadelphia, Pa. 

Residential Group, R. G. MACDONALD West Penn Power Co., Greensburg, Pa, 
Home Service, JUDITH O’FLAHERTY Philadelphia Electric Co., Philadelphia, Pa 
Residential Appliance Promotion, E. J. HURLEY The Detroit Edison Co., Detroit, Mich, 
Residential Lighting Promotion, R. J. MILLER The Cleveland Electric Illuminating Co., Cleveland, Ohio 
Residential Wiring Promotion, J. R. FURBER Northern States Power Co., Minneapolis, Minn. 

Advertising, J. V. MACDONALD Boston Edison Co., Boston, Mass. 

Area Development, S. F. MCGOWAN Northern States Power Co., Minneapolis, Minn. 

Electrical Living Policy Committee, G. W. OUSLER Duquesne Light Co., Pittsburgh, Pa. 

Sales Personnel & Training, G. W. WARNER Consumers Power Co.,: Jackson, Mich. 


CUSTOMER, EMPLOYEE AND INVESTOR RELATIONS DIVISION 


Customer, Employee and Investor Relations Executive, C. E. OAKES Pennsylvania Power & Light Co., Allentown, Pa 
Customer Relations, KIMBALL JACK The Washington Water Power Co., Spokane, Wash. 
Employee Relations, E. J. BRILL Pennsylvania Power & Light Co., Allentown, Pa. 
Investor Relations, L. E. REYNOLDS The Connecticut Light & Power Co., Hartford, Conn. 


ENGINEERING DIVISION 


Engineering & Operating Division Executive, W. L. CHADWICK Southern California Edison Co., Los Angeles, Calif. 
Electrical System & Equipment, D. W. TAYLOR Public Service Electric and Gas Co., Newark, N. J 
Hydraulic Power, E. S. HARRISON Georgia Power Co., Atlanta, Ga. 
Meter & Service, FLOYD SALMON Central Power and Light Co., Corpus Christi, Texas 
Prime Movers, V. L. STONE Commonwealth Edison Co., Chicago, Ill. 
Transmission & Distribution, W. M. PENNEY Union Electric Co., St. Louis, Mo. 
Transportation, W. B. STRBITLE Rochester Gas and Electric Corp., Rochester, N. Y. 


GENERAL DIVISION 


General Division Executive, P. A. FLEGER Duquesne Light Co., Pittsburgh, Pa. 
Accident Prevention, I. R. DoHR Consumers Power Co., Jackson, Mich. 
Awards, M. C. ALBRITTAIN Baltimore Gas and Electric Co., Baltimore, Md 
Electric Power Survey, ARTHUR S. GRISWOLD The Detroit. Edison Co., Detroit, Mich. 
Insurance, D. E. WILLIAMS The Cleveland Electric Illuminating Co., Cleveland, Ohio 
rae oo 54k 0a a 54saieen0diecs.b0niet60ceoaeeeeas ens Oklahoma Gas and Electric Co., Oklahoma City, Okla. 
Purchasing and Stores, G. H. COLE Alabama Power Co., Birmingham, Ala. 
Rate Research, K. W. HASBROUCK New York State Electric & Gas Corp., Ithaca, N. Y- 
Research Projects, E. L. HoucH Union Electric Co., St. Louis, Mo. 
Statistical, A. E. BUSH The Detroit Edison Co., Detroit, Mich. 
Technical Exchange for Overseas Visitors, HARVEY BUMGARDNER The Detroit Edison Co., Detroit, Mich. 





| 








Tol Vert ON <a 














October, 1958 


im In Two Sections—Section II 


EDISON 
ELECTRIC INSTITUTE 
BULLETIN 


Officers, Board of Directors, Committees 


and Committee Personnel 


of the 


Edison Electric Institute 


Admunistrative Year, 1958-1959 


a 








Contents—Section II 


Edison Electric Institute Officers................ 
Board Of Directors. .... 20... ccc cece eee 
Executive Committee 
Advisory Committee 


Committees of the Board of Directors 


Committee on Atomic Power.................. 
Committee on Regulation... .. .......cececcese 
Committee on Relations with Educational Insti- 

tutions 
Management Economies Committee 
Membership Committee 
Special Tax Policy Committee................. 


Accounting Division Committees 
Accounting Division Executive Committee...... 


Customer Activities Group.................... 


Accounting Division Customer Relations Com- 

NN atin) 4 say ded ocx sa aig, 9 04% 
Customer Accounting Committee ............ 
Customer Collections Committee............. 


General Activities Group «<6 6.0 occ cesses ees 


Depreciation Accounting Committee 
General Accounting Committee.............. 
Internal Auditing Committee................ 
Plant Accounting and Property Records Com- 

mittee 


ey 


SPECTRAL Activition Group... .s..6 6 ek ce ces ceds 


Accounting Developments Service Committee. 
Accounting Employee Relations Committee... 
Application of Accounting Principles Commit- 
MN eee tha diets e) Pind ances. seb 5e05.8 4b oo wie ei 
Electronic Accounting Machine Developments 
Committee 


eeoeoerceceeceeeoeesceceoeececec eee ec ee cces 


Commercial Division Committees 
Commercial Division Executive Committee..... 
Electrical Living Policy Committee............ 


Advertising Committee 


Area Development Committee 


Commercial Sales Group...................... 


Commercial Cooking and Water Heating Com- 
SY eda awisticicd whe &MbidiAniK bee 0000 00 
Commercial Lighting Committee............. 
Electric Space Heating and Air Conditioning 
a kn adie od erwraard-a 
Market Development and Electrical Applica- 
tions Committee 


bo bo 


ww n do 


9 
9 
9 


10 


10 
10 


10 


Page 
RICA POM x51 5)55a,4.4 Rime ened nandia aleoal awe el oceania ll 
Farm Development Committee............... 11 
Farm Promotion Committee................. 1] 
Industrial Power and Heating Group.......... 12 
Competitive Service Committee.............. 12 
xyeneral Power and Heating Committee....... 12 
Industrial Sales Methods and Development 
NUNN GENES igs cath) ose raat ie 088 ate ms arie teens Slalausia eke 12 
POR TOUIRD SEDGE Sian sin dis aids oii s San aes sate 12 
Dealer Coordination Committee ............. 12 
Home Service Committee ................... 12 
Residential Appliance Promotion Committee... 13 
Residential Lighting Promotion Committee... 13 
Residential Wiring Promotion Committee.... 13 
Speciat Services Group... sk kd eee aw este 14 
Market Research Committee................. 14 
Sales Personnel and Training Committee..... 14 
Wiring and Specifications Committee........ 14 
Customer, Employee and Investor Relations Divi- 
sion Committees 
ere eo.” a re ay 14 
Customer Relations Committee................ 14 
Employee Relations Committee................ 14 
Investor Relations Committee................. 15 
Engineering and Operating Division Committees 
Engineering and Operating Division Executive 
SEMIS FH, 1) dk es ANG) a's) ces5CGios ean ta ala lated ea aie 15 
Electrical System and Equipment Committee... 16 
Hydraulic Power Committee... ........6.6500% 17 
Meter and Service Committee ................. 11 
Prime Movers Committee, soo k occ sees es 18 
Transmission and Distribution Committee...... 19 
Transportation Committee ..........0.....08% 20 
General Division Committees 
General Division Executive Committee......... 20 
Accident Prevention Committee............... 20 
PER CRD og adce his 6 Sk ie nie bpd alae pioaparsore 21 
Committee on Technical Exchange for Overseas 
ot, ila be Ae Ree ae ctr Cor eta ae ene eer NE 21 
Electric Power Survey Committee............. 21 
BTPEMTAMOG COMMINIGS 5. ik bck ces eds cece 21 
RE RNIN ois 5 fa KK aN ees biverdiats dass 22 
Purchasing and Stores Committee............. 22 
Rate Research Committee.................005: 23 
Research Projects Committee ................. 24 
ns UR 0 Oo a 24 
EEI Representatives on Joint. Committees and Com- 
mittees of Other Organizations 
Part I—Joint Committees. .................06- 25 
Part II—Committees of Other Organizations... 28 








Page 


ent 


ivi- 


ive 


eas 


ym- 


ll 


1] 
ll 


12 


12 
12 
12 
1B 
1) 
1B 


14 


14 
14 
14 


14 
14 
14 
1b 


15 
16 
li 
Ii 
18 
19 
20 


20 | 


21 


t 


24 
24 


25 
28 


hn 
1a 


i 
— 


99 | 


H. J. CADWELL, 

Western Massachusetts Electric Co., 
STUART COOPER, 

Delaware Power & Light Co., Wilmington, Del. 
CARL J. FORSBERG, 

Wisconsin Power and Light Co., Madison, Wis. 
ALLEN S. KING, 

Northern States Power Co., 
Cc. E. KOHLHEPP, 

Jersey Central Power & Light Co., Denville, N. J. 
Cc. R. LANDRIGAN, 

The Detroit Edison Co., Detroit, Mich. 
J. E. LOISEAU, 

Public Service Co. of Colorado, Denver, Colo. 
EARLE J. MACHOLD, 

Niagara Mohawk Power Corp., Syracuse, N. Y. 


Minneapolis, Minn. 


W. C. BECKJORD, 

The Cincinnati Gas & Electric Co., Cincinnati, Ohio 
W. C. BELL, 

The United Illuminating Co., New Haven, Conn. 
N. A. COCKE, 

Duke Power Co., Charlotte, N. C. 
J. F. DAVENPORT, 

Southern California Edison Co., 
T. W. DELZELL, 

Portland General Electric Co., Portland, Ore. 
G. S. DINWIDDIE, 

New Orleans Public Service Inc., New Orleans, La. 
WILLIS GALE, 

Commonwealth Edison Co., 
M.L.KAPP,. 

Interstate Power Co., Dubuque, Iowa 


Los Angeles, Calif. 
Chicago, IIl. 


J. K. BUSBY, 
Pennsylvania Power & Light Co., Allentown, Pa. 
D. C. COOK, 
American Electric Power Co., Inc., New York, N. Y. 
\ E. W. DOEBLER, 
Long Island Lighting Co., Mineola, N. Y. 
R. R. DUNN, 
Potomac Electric Power Co., Washington, D. C. 





C. E. EBLE, 

Consolidated Edison Co. of New York, Inc., New York, 
F. I. FAIRMAN, 

Kentucky Utilities Co., Lexington, Ky. 
P. A. FLEGER, 


Duquesne Light Co., Pittsburgh, Pa. 





Greenfield, Mass. 


4 EDISON ELECTRIC INSTITUTE 
OFFICERS 


Ng A a er are 
BEAN S. MING, Vico President ........ccccsccssccces 
EDWIN VENNARD, Vice President and Managing Director 
rr ee. SO 6k as sous o0c0ed pa tweene whee s 
. A. B. MORGAN, Secretary and Assistant Managing Director 


PEA OT NRT OES meh The Montana Power Co., Butte, Mont. 
eee Northern States Power Co., 


Minneapolis, Minn. 
TE a a ee ee 750 Third Ave., New York, N. Y. 


Consolidated Edison Co. of New York, Inc., New York, N. Y. 


A ve eR eR 750 Third Ave., New York, N. Y. 


BOARD OF DIRECTORS 


(Terms expiring 1959) 


D. C. McKEE, 

The Empire District Electric Co., Joplin, Mo. 
J. L. RICE, JR., 

The West Penn Electric Co., New York, N. Y. 
R. G. RINCLIFFE, 

Philadelphia Electric Co., Philadelphia, Pa. 
R. E. RITCHIE, 

Arkansas Power & Light Co., 
W. H. SAMMIS, 

Ohio Edison Co., Akron, Ohio 
J. R. WELSH, 

Southwestern Electric Power Co., Shreveport, La. 


ERWIN H. WILL, 
Virginia Electric and Power Co., Richmond, Va. 


Little Rock, Ark. 


(Terms expiring 1960) 


W. T. LUCKING, 
Arizona Public Service Co., Phoenix, Ariz. 
W. W. LYNCH, 
Texas Power & Light Co., Dallas, Texas 
L. C. McCLURKIN, 
Savannah Electric and Power Co., Savannah, Ga. 
J. J. MCDONOUGH, 
Georgia Power Co., Atlanta, Ga. 
A. R. SCHILLER, 
Public Service Co. of New Hampshire, Manchester, 
N. H. 
G. W. VAN DERZEE, 
Wisconsin Electric Power Co., Milwaukee, Wis. 
J. THEODORE WOLFE, 
Baltimore Gas and Electric Co., Baltimore, Md. 


(Terms expiring 1961) 


D. E. KARN, 

Consumers Power Co., Jackson, Mich. 
D. S. KENNEDY, 

Oklahoma Gas and Electric Co., Oklahoma City, Okla. 
E. D. SHERWIN, 

San Diego Gas & Electric Co., San Diego, Calif. 
N. R. SUTHERLAND, 

Pacific Gas and Electric Co., San Francisco, Calif. 
L. V. SUTTON, 

Carolina Power & Light Co., Raleigh, N. C. 
W. F. TAIT, dR. 

Public Service Electric and Gas Co., Newark, N. J. 
WILLIAM WEBSTER, 

New England Electric System, Boston, Mass. 
C. H. WHITMORE, 

Iowa-Illinois Gas and Electric Co., Davenport, Iowa 


EXECUTIVE COMMITTEE 


at, 2. Cadwell, C. E. Eble, Willis Gale, W. W. Lynch, R. G. Rincliffe, W. H. Sammis, N. R. Sutherland, L. V. Sutton, 
G. W. Van Derzee 
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ADVISORY COMMITTEE 1958-1959 


E. R. ACKER, 
Central Hudson Gas & Electric Corp., Poughkeepsie, 
N. Y. 


D. C. BARNES, 
Virginia Electric and Power Co., Richmond, Va. 


A. D. BARNEY, 
The Hartford Electric Light Co., Hartford, Conn. 


J. B. BLACK, 
Pacific Gas and Electric Co., San Francisco, Calif. 


HARLLEE BRANCH, JR., 
The Southern Co., Atlanta, Ga. 


W. L. CISLER, 
The Detroit Edison Co., Detroit, Mich. 


C. P. CRANE, 
Baltimore Gas and Electric Co., Baltimore, Md. 


C. B. DELAFIELD, 
— Edison Co. of N. Y., Inc., New York, 


T. G. DIGNAN, 
Boston Edison Co., Boston, Mass. 


EDGAR H. DIXON, 
Middle South Utilities, Inc., New York, N. Y. 


PAUL B. McKEE, 
Pacific Power & Light Co., Portland, Ore. 


I. L. MOORE, 

New England Electric System, Boston, Mass. 
GROVER C. NEFF, 

Wisconsin Power and Light Co., Madison, Wis. 
C. E. OAKES, 

Pennsylvania Power & Light Co., Allentown, Pa. 
J. S. OSBORNE, 

Central & South West Corp., Chicago, IIl. 
W. A. PARISH, 

Houston Lighting & Power Co., Houston, Tex. 
HAROLD QUINTON, 

Southern California Edison Co., Los Angeles, Calif, 
K. M. ROBINSON, 

The Washington Water Power Co., Spokane, Wash. 
McGREGOR SMITH, 

Florida Power & Light Co., Miami, Fla. 
PHILIP SPORN, 

American Electric Power Co., Inc., New York, N. Y. 
FRANK M. TAIT, 

The Dayton Power and Light Co., Dayton, Ohio 





GEORGE M. GADSBY, 


Utah Power & Light Co., Salt Lake City, Utah 


D. C. LUCE, 


Public Service Electric and Gas Co., Newark, N. J. 


GEORGE L. MacGREGOR, 
Texas Utilities Co., Dallas, Tex. 


J. B. THOMAS, 


Texas Electric Service Co., Fort Worth, Tex. 


E. S. THOMPSON, 


The West Penn Electric Co., New York, N. Y. 


ALLEN VAN WYCK, 
Illinois Power Co., Decatur, III. 


Committees of the Board of Directors. 


COMMITTEE ON ATOMIC 
POWER 


Chairman, E. L. LINDSETH, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio 

W. L. CISLER, The Detroit Edison Co., 
Detroit, Mich. 

W. J. CLAPP, Florida Power Corp., St. 
Petersburg, Fla. 

N. A. CocKE, Duke Power Co., Char- 
lotte, N. C. 

C. B. DELAFIELD, Consolidated Edison 
Co. of New York, Inc., New York, 
N: Y. 

E. H. Dixon, Middle South Utilities 
Inc., New York, N. Y. 

P. A. FLEGER, Duquesne Light Co., 
Pittsburgh, Pa. 

G. M. GaApsBy, Utah Power & Light 
Co., Salt Lake City, Utah 

A. S. KING, Northern States Power 
Co., Minneapolis, Minn. 

J. W. MCAFEE, Union Electric Co., St. 
Louis, Mo. 

C. B. McMANus, The Southern Co., 
Inc., Atlanta, Ga. 

I. L. Moore, New England Electric 
System, Boston, Mass. 


C. E. OAKES, Pennsylvania Power & 
Light Co., Allentown, Pa. 

R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 

PHILIP SPORN, American Electric 
Power Co., Inc., New York, N. Y. 
J. B. THOMAS, Texas Electric Service 

Co., Fort Worth, Texas 


COMMITTEE ON REGULATION 


Chairman, C. E. KOHLHEPP, Jersey 
Central Power & Light Co., Den- 
ville, N. J. 


A. D. BARNEY, The Hartford Electric 
Light Co., Hartford, Conn. 

HARLLEE BRANCH, JR., The Southern 
Co., Inc., Atlanta, Ga. 

R. H. GERDES, Pacific Gas and Electric 
Co., San Francisco, Calif. 

C. E. OAKES, Pennsylvania Power & 
Light Co., Allentown, Pa. 

K. M. ROBINSON, The Washington 
Water Power Co., Spokane, Wash. 
W. H. SAMMIs, Ohio Edison Co., 

Akron, Ohio 
J. B. THOMAS, Texas Electric Service 
Co., Fort Worth, Texas 
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COMMITTEE ON RELATIONS 
WITH EDUCATIONAL 
INSTITUTIONS 


Chairman, SHERMAN R. KNAPP, The 
Connecticut Light & Power (Co, 
Berlin, Conn. 


A. S$. KING, Northern States Power 
Co., Minneapolis, Minn. 

E. L. LINDSETH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

M. S. LUTHRINGER, Central Illinois 
Public Service Co., Springfield, IIl. 

W. W. LYNCH, Texas Power and 
Light Co., Dallas, Tex. 

R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. V. SUTTON, Carolina Power & 
Light Co., Raleigh, N. C. 


MANAGEMENT ECONOMIES 
COMMITTEE 


Chairman, S. L. DRUMM, West Penn 
Power Co., Greensburg, Pa. 


(In process of formation) 
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MEMBERSHIP COMMITTEE 


Chairman, E. S. THOMPSON, The West 
Penn Electric Co., New York, N. Y. 


A. D. BARNEY, The Hartford Electric 
Light Co., Hartford, Conn. 


R. G. RINCLIFFE, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 


L. V. SUTTON, Carolina Power & Light 
Co., Raleigh, N. C. 


ACCOUNTING DIVISION 
EXECUTIVE COMMITTEE 


Chairman, B. J. MCMILLEN, The Cin- 
cinnati Gas & Electric Co., Cin- 
cinnati, Ohio 


Vice Chairman, P. R. LAWSON, Penn- 
sylvania Electric Co., Johnstown, 
Pa. 


| NX. J. AMBROSE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

G. L. ANDRUS, New Orleans Public 
Service Inc., New Orleans, La. 

*D, M. ARNOLD, Pennsylvania Power 
Co., New Castle, Pa. 

H. W. Boozer, Georgia Power Co., 
Atlanta, Ga. 

G. J. BRETT, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

O1TO BRUNENMEISTER, JR., Ohio Edi- 
son Co., Akron, Ohio 

T. H. BUCKLEY, Public Service Co. 
of New Hampshire, Manchester, 
N. H. 

A. L. BurGEss, Northern States Power 
Co., Minneapolis, Minn. 

*L. W. Burns, Northern States Power 

+ Co., Minneapolis, Minn. 

R. B. CARPENTER, Carolina Power & 
Light Co., Raleigh, N. C. 

C. L. CARR, Potomac Electric Power 
Co., Washington, D. C. 

E. L. Cassapy, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

J. V. CLEARY, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

\L. W. CouGHLAN, Pacific Gas and 
Electric Co., San Francisco, Calif. 

*G. J. CovALT, The West Penn Elec- 

tric Co., New York, N. Y. 


* Ex-officio. 
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SPECIAL TAX POLICY 
COMMITTEE 


Chairman, D. S. KENNEDY, Oklahoma 
Gas and Electric Co., Oklahoma 
City, Okla. 


J. L. BATES, Central Power & Light 
Co., Corpus Christi, Texas 


C. P. CRANE, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 


C. B. DELAFIELD, Consolidated Edison 
Co. of New York, Inc., New York, 
Mi 


*K. BD. Davis, 
Newark, Ohio 

C. T. DWIGHT, The Hartford Electric 
Light Co., Hartford, Conn. 

A. F. ELDER, The Washington Water 
Power Co., Spokane, Wash. 

J. F, FARLEY, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

R. R. FORTUNE, Pennsylvania Power 
& Light Co., Allentown, Pa. 

FRANK FREER, JR., Public Service 
Electric and Gas Co., Newark, N. J. 

W. T. HAMILTON, The Cleyeland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

*R. E. HARBAUGH, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

J. J. HARRINGTON, The Montana Power 
Co., Butte, Mont. 

E. H. HEGMANN, Duquesne Light Co., 
Pittsburgh, Pa. 

R. W. Hoac, Atlantic City Electric 
Co., Atlantic City, N. J. 

E. J. HOWE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

E. M. IMHOFF, Pioneer Service & 
Engineering Co., Chicago, III. 

*G. F. JONES, Potomac Electric Power 
Co., Washington, D. C. 

ALLEN KENYON, The West Penn Elec- 
tric Co., New York, N. Y. 

J. W. KLUBERG, Consumers Power Co., 
Jackson, Mich. 

*V. A. Kos, Commonwealth Edison 
Co., Chicago, IIl. 

L. M. LA PoRTE, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

*P, R. LAWSON, Pennsylvania Electric 
Co., Johnstown, Pa. 

*J. J.. LEARY, Boston Edison Co., 
Boston, Mass. 


Ohio Power Co., 
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R. H. GERDES, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

R. E. GINNA, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

C. B. McMANus, The Southern Co., 
Inc., Atlanta, Ga. 

C. E. OAKES, Pennsylvania Power & 
Light Co., Allentown, Pa. 

E. H. WILL, Virginia Electric and 
Power Co., Richmond, Va. 

*G. J. COVALT, The West Penn Elec- 
tric Co., New York, N. Y. 


_ “Chairman of the Taxation Account- 
ing Committee (ex-officio). 


Accoun ting Division Committees 


E. H. LOTHER, NEES-New England 
Power Service Co., Boston, Mass. 

H. J. LYNE, Central Vermont Public 
Service Corp., Rutland, Vt. 

G. R. MArRs, Texas Power & Light 
Co., Dallas, Texas 

R. MCCLANAHAN, Middle West Ser- 
vice Co., Chicago, III. 

A. J. MCNULTY, Boston Edison Co., 
Boston, Mass. 

A. G. MITCHELL, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. W. MOREHOUSE, General Public 
Utilities Corp., New York, N. Y. 

*F. U. NAYLOR, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

R. A. OLSON, Kansas City Power & 
Light Co., Kansas City, Mo. 

WALTER OTT, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

H. M. PARKER, Central Illinois Public 
Service Co., Springfield, II. 

C. E. PICHLER, Southern California 
Edison Co., Los Angeles, Calif. 

S. E. RATCLIFFE, Virginia Electric 
and Power Co., Richmond, Va. 

W. J. READY, South Carolina Electric 
& Gas Co., Columbia, S. C. 

J. G. REESE, Houston Lighting & 
Power Co., Houston, Texas 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 

NEILL RICHARDS, Kansas Gas and 
Electric Co., Wichita, Kans. 

R. W. RICHARDSON, Mississippi Power 
Co., Gulfport, Miss. 

*L. W. ROBINSON, Consumers Power 
Co., Jackson, Mich. 

L. G. ROEMER, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 
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F. W. ROGERS, Texas Electric Service 
Co., Fort Worth, Texas 

E. E. ROLL, The Detroit Edison Co., 
Detroit, Mich. 

H. H. Scarr, Ebasco Services Inc., 
New York, N. Y. 

*R. G. SCHNEIDER, Virginia Electric 
and Power Co., Richmond, Va. 

W. C. SCHOEPPE, Florida Power Corp., 
St. Petersburg, Fla. 

H. E. SIMPSON, Florida Power & Light 
Co., Miami, Fla. 

*A. R. St. BERNARD, The Cleveland 
Electric Illuminating Co., Cleve- 
Jand, Ohio 

*ANTON STEVEN, West Penn Power 
Co., Greensburg, Pa. 

A. P. THOMPSON, Iowa Power and 
Light Co., Des Moines, lowa 

R. O. WHITMAN, American Electric 
Power Service Corp., New York, 
N. Y. 

G. H. Wier, Commonwealth Edison 
Co., Chicago, IIl. 

*J, P. WILLIAMSON, The Toledo Edi- 
son Co., Toledo, Ohio 

*A, B. WILSON, Georgia Power Co., 
Atlanta, Ga. 

G. R. WoEHLER, Southern Indiana 
Gas and Electric Co., Evansville, 
Ind. 

A. R. Woop, The United Illuminating 
Co., New Haven, Conn. 


CUSTOMER ACTIVITIES GROUP 


Coordinator, ALLEN B, WILSON, Geor- 
gia Power Co., Atlanta, Ga. 


Accounting Division 
Customer Relations Committee 
Chairman, R. D. DAviIs, Ohio Power 

Co., Newark, Ohio 


Vice Chairman, J. B. WHITE, JR., Du- 
quesne Light Co., Pittsburgh, Pa. 


H. E. ARMSEY, Kentucky Utilities Co., 
Pineville, Ky. 

R. C. BECKER, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

C. J. BERNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

G. A. BoRKEY, Virginia Electric and 
Power Co., Richmond, Va. 

E. J. CAVE, Philadelphia Electric Co.. 
Philadelphia, Pa. 

PaT DILLARD, Texas Electric Service 
Co., Fort Worth, Texas 

D. T. Faust, West Penn Power Co.. 
Ridgway, Pa. 

D. D. Ferry, Union Electric Co., St. 
Louis, Mo. 
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A. E. GERLAUGH, The Dayton Power 
and Light Co., Dayton, Ohio 

K. R. HINCKLEY, Houston Lighting & 
Power Co., Houston, Texas 

KIMBALL JACK, The Washington 
Water Power Co., Spokane, Wash. 

J. P. LOUGHNANE, Boston Edison Co., 
Boston, Mass. 

F. J. MCKERNAN, Pennsylvania Power 
& Light Co., Allentown, Pa. 

E. A. MENKE, Commonwealth Edison 
Co., Chicago, IIl. 

E. C. NANN, Public Service Electric 
and Gas Co., Newark, N. J. 

G. J. NELLIS, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

L. D. PETERSON, The Kansas Power 
and Light Co., Topeka, Kans. 

T. J. PETERSON, The Detroit Edison 
Co., Detroit, Mich. 

G. T. PETTUS, Kansas City Power & 
Light Co., Kansas City, Mo. 

H. R. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

W. F. POWERS, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 

F. B. RANKIN, Public Service Co. of 
Colorado, Denver, Colo. 

D. C. STEADMAN, New York State 
Electric & Gas Corp., Binghamton, 
N.Y. 

L. M. TAYLOR, Mississippi Power & 
Light Co., Jackson, Miss. 

O. D. WALRATH, The Cleveland Elec- 
tric Illuminating Co., Ashtabula, 
Ohio 

L. C. WELLENSTEIN, Northern States 
Power Co., St. Paul, Minn. 

H. E, WELSH, Southern California 
Edison Co., Los Angeles, Calif. 

R. B. WILLIAMS, The Toledo Edison 
Co., Toledo, Ohio 


Customer Accounting Committee 


Chairman, D. M. ARNOLD, Pennsyl- 
vania Power Co., New Castle, Pa. 


Vice Chairman, R. G. MAAS, Wiscon- 
sin Electric Power Co., Milwaukee, 
Wis. 


T. E, AUSTER, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

W. E. BALDWIN, Alabama Power Co., 
Birmingham, Ala. 

G. L. BARNES, Consumers Power Co., 
Jackson, Mich. 

L. L. BEEM, Public Service Co. of 
Colorado, Denver, Colo. 

C. D. BELANGER, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

R. W. BROWN, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 
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WILLIAM BURRITT, Central Illinois 
Electric and Gas Co., Rockford, ], ‘ 

C. A. CAULFIELD, The Washington 
Water Power Co., Spokane, Wash, 

S. A. COLE, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

J. F. COMEFORD, Philadelphia Electric 
Co., Philadelphia, Pa. 

S. N. Corey, Florida Power Corp., St. 
Petersburg, Fla. 

T. A. DALEY, Consolidated Edison 
Co. of New York, Inc., New York 
a 7 

A, A. DEL BONO, Boston Edison Co, 
Boston, Mass. 

W. C. Drewry, Southern California 
Edison Co., Los Angeles, Calif. 

T. C. EICKMEYER, The Dayton Power 
and Light Co., Dayton, Ohio 

J. P. FEENEY, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y, 

E. A. FLETCHER, Potomac Electric 
Power Co., Washington, D. C. 

W. G. Foster, Gulf Power Co., Pensa- 
cola, Fla. 

J. M. GASQUE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

C. R. GIBBONS, Pennsylvania Electric 
Co., Johnstown, Pa. 

G. J. GLUCK, Ohio Edison Co., Akron, 
Ohio 

C. R. GOODE, JR., Virginia Electric and 
Power Co., Richmond, Va. 

E. H. HALLIDAY, Utah Power & Light 
Co., Salt Lake City, Utah 

P. G. HANLON, Atlantic City Electric 
Co., Atlantic City, N. J. 

J. R. HEERY, The United Illuminating 
Co., New Haven, Conn. 

W. I. HILL, Mississippi 
Light Co., Jackson, Miss. 

R. O. JACKSON, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

E. H. JOHNSMEYER, Idaho Power Co., 
Boise, Idaho 

C. L. KASTEN, Pacific Gas and Electric 
Co., San Francisco, Calif. 

T. A. KOSTANSKI, The Toledo Edison 
Co., Toledo, Ohio 

W. H. KunrTzI, Central Illinois Public 1 
Service Co., Springfield, Ill. 

J. D. LANG, Duquesne Light Co. 
Pittsburgh, Pa. 

J. C. LOWELL, Public Service Electric 
and Gas Co., Newark, N. J. 

J. C. LUCHSINGER, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 
JACK MANSELL, Dallas Power & Light 

Co., Dallas, Texas 

F. D. McAULEY, NEES-New England 
Power Service Co., Boston, Mass. 

J. T. McKay, New Orleans Publie’ 
Service Inc., New Orleans, La. 


Power & 
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G. E. MINISTER, Columbus and South- 

| ern Ohio Electric Co., Columbus, 
Ohio 

G. MONTAGUE, Baltimore Gas 
Electric Co., Baltimore, Md. 

C. H. OLSON, Duquesne Light Co., 
Pittsburgh, Pa. 

C. W. PETERS, The Detroit Edison Co., 
Detroit, Mich. 

W. J. Root, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

W. F. Rowe, Long Island Lighting 
Co., Mineola, N. Y. 

H. F. SCHUSTER, The Kansas Power 

+ and Light Co., Topeka, Kans. 

L. J. SCULLY, Union Electric Co., St. 
Louis, Mo. 

J. R. SILVER, Kansas City Power & 
Light Co., Kansas City, Mo. 

G. M. SMITH, Northern States Power 
Co., Minneapolis, Minn. 

H. N. STEM, New Jersey Power & 
Light Co., Denville, N. J. 

J. C. STEWART, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

M. W. Stupss, Carolina Power & 
Light Co., Raleigh, N. C. 

R. L. THOMAS, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

C. E. THORNBLADE, West Penn Power 
Co., Connellsville, Pa. 

| J. L. WALKER, The Dayton Power and 
Light Co., Dayton, Ohio 

0. E. WALKER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

A. B. WILSON, Georgia Power Co., 
Atlanta, Ga. 

M. F. YouNG, The Connecticut Light 
& Power Co., Hartford, Conn. 

R. C. YouNG, JR., American Electric 
Power Service Corp., New York, 


mi ¥. 


and 


Customer Collections Committee 


Chairman, F. U. NAYLOR, Pacific Gas 
and Electric Co., San Francisco, 
Calif. 


Vice Chairman, M. G. WUEST, The 
Cincinnati Gas & Electric Co., Cin- 
cinnati, Ohio 


E. D. ApAms, Kentucky Utilities Co., 
Lexington, Ky. 

R. V. Bowes, Philadelphia Electric 
Co., Philadelphia, Pa. 

P. B. Bray, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
H. J. CarR, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 
P. D. CuRLEy, Boston Edison Co., 

Boston, Mass. 
rG. W. ERIcKsoN, Northern States 
Power Co., Minneapolis, Minn. 
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R. S. Fox, The Kansas Power and 
Light Co., Topeka, Kans. 

J. E. HEVRON, New Orleans Public 
Service Inc., New Orleans, La. 

J. C. HUMPHREYS, The Dayton Power 
and Light Co., Dayton, Ohio 

E. R. JOHNSTON, West Penn Power 
Co., Greensburg, Pa. 

E. B. KRruGer, Southern California 
Edison Co., Los Angeles, Calif. 

J. C. LEACH, Commonwealth Edison 
Co., Chicago, Ill. 

R. E. LINDNER, Central Illinois Public 
Service Co., Springfield, Ill. 

C. R. MAIO, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. J. MILLI, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

G. E. OLMSTED, Consumers Power Co., 
Jackson, Mich. 

JACK SANFORD, The Washington 
Water Power Co., Spokane, Wash. 

E. M. SELFE, The Detroit Edison Co., 
Detroit, Mich. 

J. L. WEIDENHAN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

G. A. WILSON, Public Service Electric 
and Gas Co., Newark, N. J. 

D. R. WILSON, Duquesne Light Co., 
Pittsburgh, Pa. 


GENERAL ACTIVITIES GROUP 


Coordinator, A. R. ST. BERNARD, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio 


Depreciation Accounting 
Committee 


Chairman, L. W. ROBINSON, Consum- 
ers Power Co., Jackson, Mich. 


Vice Chairman, C. D. DAvis, The 
Detroit Edison Co., Detroit, Mich. 


C. P. ALLMAN, The Detroit Edison 
Co., Detroit, Mich. 

C. M. ATKINSON, Duquesne Light Co., 
Pittsburgh, Pa. 

T. L. Berry, The Connecticut Light 
& Power Co., Hartford, Conn. 

A. J. BRODTMANN, New Orleans 
Public Service Inc., New Orleans, 
La. 

W. H. CAUNT, JR., Public Service 
Electric and Gas Co., Newark, N. J. 

WETMORE DAWES, Commonwealth Ser- 
vices Inc., New York, N. Y. 

E. C. Epcar, Gilbert Associates, Inc., 
New York, N. Y. 

J. W. FULLAGAR, Pennsylvania Power 
& Light Co., Allentown, Pa. 
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J. R. GARDNER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
Ne X 

M. J. GONZALEZ, Consolidated Edison 
Co. of New York, Inc., New York, 
N.. ¥. 

E. F. HEIM, Utah Power & Light 
Co., Salt Lake City, Utah 

J. G. Howarp, American Electric 
Power Service Corp., New York, 
i i el 

J. W. HUMMER, Iowa Power and Light 
Co., Des Moines, Iowa 

P. H. JEYNES, Public Service Electric 
and Gas Co., Newark, N. J. 

R. M. KRAMER, The Dayton Power 
and Light Co., Dayton, Ohio 

A. H. KUHN, Pioneer Service & En- — 
gineering Co., Chicago, IIl. 

G. T. LOGAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. T. LOSHING, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

J. B. MADIGAN, The Hartford Electric 
Light Co., Hartford, Conn. 

A. R. MORGAN, JR., Southern Ser- 
vices, Inc., Birmingham, Ala. 

BARNARD MorsE, Southern California 
Edison Co., Logs Angeles, Calif. 

H. E. MorTIMER, Gulf States Utilities 
Co., Beaumont, Texas 

H. R. MuG, Union Electric Co., St. 
Louis, Mo. 

W. J. NOIGOT, West Penn Power Co., 
Greensburg, Pa. 

L. G. PUTMAN, Ohio Edison Co., 
Akron, Ohio 

P. K. READ, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

J. J. REILLY, Ebasco Services Inc., 
New York, N. Y. 

C. N. RIcE, JR., Northern States 
Power Co., Minneapolis, Minn. 

M. B. ROMEISER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

G. SCHOENBUCHER, NEES-New Eng- 
land Power Co., Boston, Mass. 

F. V. SIMPSON, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

O. E. SMITH, Baltimore Gas and 
Electric Co., Baltimore, Md. 

C. J. TRUDEAU, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. P. TYRRELL, Boston Edison Co., 
Boston, Mass. 

H. R. WHITON, Virginia Electric and 
Power Co., Richmond, Va. 

E. F. WILDFONG, Portland General 
Electric Co., Portland, Ore. 

J. H. WILEY, Idaho Power Co., Boise, 
Tdaho 
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General Accounting Committee 


Chairman, G. F. JONES, 
Electric Power Co., 
D. C. 


Potomac 
Washington, 


Vice Chairman, M. J. DOAN, The Cin- 
cinnati Gas & Electric Co., Cincin- 
nati, Ohio 


ALLEN ABERCROMBIE, Western Massa- 
chusetts Electric Co., Turners Falls, 
Mass. 


A. L. ADAMS, Monongahela Power Co., 
Fairmont, W. Va. 

J. H. BARTLEY, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

R. F. BOLDING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

H. H. BOLLINGER, Ohio Edison Co., 
Akron, Ohio 


T. P. BootH, Long Island Lighting 
Co., Mineola, N. Y. 


R. W. BRITT, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

C. E. Brockway, Potomac Electric 
Power Co., Washington, D. C. 

J. E. CUTCLIFFE, JR., NEES-Worcester 
County Electric Co., Worcester, 
Mass. 

WETMORE DAWES, Commonwealth Ser- 
vices, Inc., New York, N. Y. 

C. H. DEWITT, Duquesne Light Co., 

Pittsburgh, Pa. 

R. N. DREIMAN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. A. DUNLAP, Metropolitan Edison 
Co., Reading, Pa. 

W. H. EICHHORN, Pennsylvania 
Power & Light Co., Allentown, Pa. 

H. R. Fapum, The United Illuminat- 
ing Co., New Haven, Conn. 

L. R. Fay, Public Service Electric and 
Gas Co., Newark, N. J. 

C. A. GORANSON, The Connecticut 
Light & Power Co., Hartford, Conn. 

W. E. GRINTER, Consumers Power Co., 
Jackson, Mich. 

M. W. HALL, Consolidated Telegraph 
& Electrical Subway Co., New York, 
N. Y. 

W. H. HaArRISON, JR., Texas Electric 
Service Co., Fort Worth, Texas 
A. W. Hatcx, Ebasco Services, Inc., 

New York, N. Y. 

W. L. HOWENSTINE, Potomac Electric 
Power Co., Washington, D. C. 

M. M. Itcu, Idaho Power Co., Boise, 
Idaho 

F. M. KEHOE, The Detroit Edison Co., 
Detroit, Mich. 

C. W. KELSEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

R. C. Kip, Atlantic City Electric Co., 
Atlantic City, N. J. 
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J. A. KNOTT, Duquesne Light Co., 
Pittsburgh, Pa. 

F. J. LABANCA, New Orleans Public 
Service, Inc., New Orleans, La. 

R. O. LINVILLE, Kansas City Power & 
Light Co., Kansas City, Mo. 

K. P. LocKE, The Detroit Edison Co., 
Detroit, Mich. 

N. B. MACAULAY, NEES-The Subur- 
ban Electric Co., Malden, Mass. 

G. W. MILLER, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. F. MILLER, Northern States Power 
Co., Eau Claire, Wis. 

W. S. Moore, Public Service Co. of 
New Hampshire, Manchester, N. H. 

T. J. Muck, Duquesne Light Co., 
Pittsburgh, Pa. 

H. W. NICHOLS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

D. G. NICHOLSON, The Toledo Edison 
Co., Toledo, Ohio 

D. J. O’CONNOR, Boston Edison Co., 
Boston, Mass. 

E. G. PLATT, The Detroit Edison Co., 
Detroit, Mich. 

R. W. PoRTER, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

J. R. POWELL, Carolina Power & Light 
Co., Raleigh, N. C. 

E. L. RITZEL, Duquesne Light Co., 
Pittsburgh, Pa. 
B. H. SHERRY, Baltimore Gas 
Electric Co., Baltimore, Md. 
A. G. SHOGREN, Northern States 
Power Co., Minneapolis, Minn. 
EK. L. SMITH, The Hartford Electric 
Light Co., Hartford, Conn. 

G. A. SPENCER, Virginia Electric and 
Power Co., Richmond, Va. 

W. L. WAGNER, West Penn Power Co., 
Greensburg, Pa. 

H. B. WANSLEY, Georgia Power Co., 
Atlanta, Ga. 

H. S. WEATHERBY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

R. C. WEISSELBERG, Long Island Light- 
ing Co., Mineola, N. Y. 

O. H. WHITE, Central Illinois Public 
Service Co., Springfield, IIl. 

G. R. WOEHLER, Southern Indiana Gas 
and Electric Co., Evansville, Ind. 


and 


Internal Auditing Committee 


Chairman, ANTON STEVEN, West Penn 
Power Co., Greensburg, Pa. 


Vice Chairman, R. W. BriacGs, Vir- 
ginia Electric and Power Co., Rich- 
mond, Va. 


B. L. ALLEY, Boston Edison Co., Bos- 
ton, Mass. 
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K. S. ANDERSON, Kansas City Power J 
& Light Co., Kansas City, Mo. 

F. E. ATKINSON, Arkansas-Missouyr; 
Power Co., Blytheville, Ark. 

H. W. BARNES, Oklahoma Gas ani 
Electric Co., Oklahoma City, Okla, 

G. G. BECHER, The Dayton Power and 
Light Co., Dayton, Ohio 

C. B. BRADSHAW, Southern Californi, 
Edison Co., Los Angeles, Calif. 

M. A. COCCHIOLA, Duquesne Light Co, 
Pittsburgh, Pa. 

W. B. DARBEE, The Patchogue Electric 
Light Co., Patchogue, N. Y. 

H. C. ENAs, Texas Electric Service $ 
Co., Fort Worth, Tex. 

3IRON GANSER, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. J. GREGORY, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

E. W. HARSH, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

W. H. INGALLS, Western Massachu- 
setts Electric Co., Turners Falls, 
Mass. 

R. A. JEREMIAH, Long Island Lighting 
Co., Mineola, N. Y. 

N. L. KENNEDY, Central Illinois Ele- 
tric and Gas Co., Rockford, IIl. 

L. E. KISSGEN, New Orleans Public 
Service, Inc., New Orleans, La. 


R. T. MCDONALD, Monongahela Power } 


Co., Fairmont, W. Va. 

C. J. NICHOLS, Baltimore Gas and 
Electric Coz, Baltimore, Md. 

T. P. O'CONNOR, JR., Boston Edison 
Co., Boston, Mass. 

L. G. PARK, Portland General Elec. 
tric Co., Portland, Ore. 

G. H. RICHARDSON, Northern States 
Power Co., Minneapolis, Minn. 
E. J. RosaAzza, The United Illuminat- 

ing Co., New Haven, Conn. 

S. E. SANTOS, New York State Eler- 
tric & Gas Corp., Ithaca, N. Y. 
H. R. SYMEs, The Detroit Edison Co, 

Detroit, Mich. 
R. B. TRITTON, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 


Plant Accounting and Property 
Records Committee 


Chairman, L. W. Burns, Northern 
States Power Co., Minneapolis, 
Minn. 


Vice Chairman, P. D. JOHNSON, Cor 
solidated Edison Co. of New York 
Inc., New York, N. Y. 


P. A. BALLINGER, Columbus and South 
ern Ohio Electric Co., Columbus 
Ohio q 

D. J. BEAUDET, Pacific Gas and Ele 
tric Co., San Francisco, Calif. 
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‘is Ele- Atlanta, Ga. 
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Edison | ©: L. McCorn, Ohio Edison Co., 
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al Ele-| E. C. Moore, Boston Edison Co., 
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n State] S.R. PAYNE, Potomac Electric Power 
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luminat | J, W. PRENGER, New Orleans Public 
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St. Petersburg, Fla. 
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Taxation Accounting Committee 


Chairman, G. J. CovALT, The West 
Penn Electric Co., New York, N. Y. 
Vice Chairman, A. G. MAIHOFER, The 
Detroit Edison Co., Detroit, Mich. 


W. S. ALT, Union Electric Co., St. 
Louis, Mo. 

E. A. ANDERSEN, Idaho Power Co., 
Boise, Idaho 

A. V. BOETTICHER, Middle West Ser- 
vice Co., Chicago, IIl. 

J. F. BRENNAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. M. CLEMENT, Virginia Electric and 
Power Co., Richmond, Va. 

H. B. DARDEN, Monongahela Power 
Co., Fairmont, W. Va. 

H. R. DEAN, Houston Lighting & 
Power Co., Houston, Texas 

H. G. DERNBERGER, American Electric 
Power Service Corp., New York, 
WN... 

R. M. Dopps, Ebasco Services Inc., 
New York, N. Y. 

P. W. EPPERLEIN, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N. ¥. 

T. J. FLANAGAN, NEES-New England 
Power Service Co., Boston, Mass. 


C. E. GLEASON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
W. E. Gray, Kentucky Utilities Co., 
Lexington, Ky. 

W. H. HARRISON, JR., Texas Electric 
Service Co., Fort Worth, Texas 

R. A. HEIMANN, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

H. M. Hosson, Public Service Electric 
and Gas Co., Newark, N. J. 

T. W. HOLLAND, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

T. F. HOLTHAM, New York State 
Electric & Gas Corp., Ithaca, N. Y. 

K. G. HOVLAND, Kansas City Power & 
Light Co., Kansas City, Mo. 

H. S. HowarD, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. A. KNEPPER, Duquesne Light Co., 
Pittsburgh, Pa. 

J. G. LOADER, Florida Power Corp., St. 
Petersburg, Fla. 

J. B. MARBURGER, West Penn Power 
Co., Greensburg, Pa. 

R. E. McCorMIck, The Dayton Power 
and Light Co., Dayton, Ohio 

L. H. MITCHELL, Delaware Power & 
Light Co., Wilmington, Del. 

R. C. MOORE, Potomac Electric Power 
Co., Washington, D. C. 

W. R. MorRAN, The Toledo Edison Co., 
Toledo, Ohio 
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A. R. Moss, The Potomac Edison Co., 
Frederick, Md. 

T. F. O’BRIEN, Ebasco Services Inc., 
New York, N. Y. 

C. A. PALMGREN, JR., New Orleans 
Public Service Inc., New Orleans, 
La. 

W. L. PAYNE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

M. A. PECK, Ohio Edison Co., Akron, 
Ohio 

N. F. PLANTE, Western Massachusetts 
Electric Co., Turners Falls, Mass. 

G. E. RICHARD, Gulf States Utilities 
Co., Beaumont, Texas 

D. P. ROBERTS, Public Service Co. of _ 
Colorado, Denver, Colo. 

E. J. ROOK, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

E. D. SCHEETZ, JR., Atlantic City 
Electric Co., Atlantic City, N. J. 

C. F. SCHOENEBAUM, Ebasco Services 
Inc., New York, N. Y. 

L. F. SCHOLLEY, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

MICHAEL SELTZER, Kansas City Power 
& Light Co., Kansas City, Mo. 

L. J. STROMBERG, Northern States 
Power Co., Minneapolis, Minn. 

A. P. THOMPSON, Iowa Power and 
Light Co., Des Moines, Iowa 

D. J. TREGO, Pennsylvania Power & 
Light Co., Allentown, Pa. 

C. J. TRUDEAU, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. P. TYRRELL, Boston Edison Co., 
Boston, Mass. 

R. J. VAN Ess, Consumers Power Co., 
Jackson, Mich. 

J. R. WEGER, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

E. T. WEIN, Commonwealth Edison 
Co., Chicago, IIl. 

J. E. WILLIAMS, Cambridge Electric 
Light Co., Cambridge, Mass. 

D. G. WURRESCHKE, Southern Ser- 
vices, Inc., Birmingham, Ala. 

C. E. York, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 


SPECIAL ACTIVITIES GROUP 


Coordinator, P. R. LAWSON, Penn- 
sylvania Electric Co., Johnstown, 
Pa. 


Accounting Developments 
Service Committee 


Chairman, J. P.:' WILLIAMSON, The 
Toledo Edison Co., Tolede, Ohio 


J. P. BROMLEY, Consumers Power Co., 
Jackson, Mich. 
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J. M. Emery, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

C. R. GiBBons, Pennsylvania Electric 
Co., Johnstown, Pa. 

R. E. HARBAUGH, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

A. H. KERN, Alabama Power Co., 
Birmingham, Ala. 

C. M. MELBy, Public Service Co. of 
Colorado, Denver, Colo. 

A. .B. WILSON, Georgia Power Co., 
Atlanta, Ga. 


Accounting Employee Relations 
Committee 


Chairman, J. J. LEARY, Boston Edison 
Co., Boston, Mass. 


C. E. Berry, Duquesne Light Co., 
Pittsburgh, Pa. 

H. W. Emery, Philadelphia Electric 
Co., Philadelphia, Pa. 
J. P. FIEDLER, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
W. E. GRINTER, Consumers Power Co.. 
Jackson, Mich. 

L. W. LAIRD, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

D. J. PIZZIMENTI, The Detroit Edison 
Co., Detroit, Mich. 


Application of Accounting 
Principles Committee 
Chairman, V. A. Kos, Commonwealth 

Edison Co., Chicago, III. 

Vice Chairman, A. G. MITCHELL, 
Philadelphia Electric Co., Philadel- 
phia, Pa. 

W. G. CHRISTIE, General Public Util- 
ities Corp., New York, N. Y. 


Commercial Division Committees 


COMMERCIAL DIVISION 
EXECUTIVE COMMITTEE 


Chairman, E. O. GEORGE, The Detroit 
Edison Co., Detroit, Mich. 

M. C. ALBRITTAIN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

M. I. ALLEN, Philadelphia Electric Co., 
Philadelphia, Pa. 

T. G. AYERS, Commonwealth Edison 
Co., Chicago, Il. 

P. D. Brooks, American Electric Pow- 
er Service Corp., New York, N. Y. 
B. G. CAMPBELL, Consumers Power 

Co., Jackson, Mich. 
H. E. Curr, Public Service Electric 
and Gas Co., Newark, N. J. 
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R. R. FORTUNE, Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. W. KLUBERG, Consumers Power Co., 
Jackson, Mich. 

F. J. LABANCA, New Orleans Public 
Service Inc., New Orleans, La. 

E. A. Lapp, Ohio Edison Co., Akron, 
Ohio 

C. E. PICHLER, Southern California 
Edison Co., Los Angeles, Calif. 

E. E. ROLL, The Detroit Edison Co., 
Detroit, Mich. 

EMANUEL TODER, Consolidated Edison 
Co. of New York, Inc., New York, 
Be 


Electronic Accounting Machine 
Developments Committee 


Chairman, R. E. HARBAUGH, Philadel- 
phia Electric Co., Philadelphia, Pa. 

F. F. BEISEL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. G. CapbBy, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. H. CAUNT, JR., Public Service Elec- 
tric and Gas Co., Newark, N. J. 

E. D. COWLES, The Detroit Edison 
Co., Detroit, Mich. 

J. A. Hoae, Atlantic City Electric Co., 
Atlantic City, N. J. 

C. MARCHYSHYN, West Penn Power 
Co., Greensburg, Pa. 

WALTER OTT, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

F. J. PORTER, JR., Consolidated Edison 
Co. of New York, Inc., New York, 
N: ¥. 

A. S. REcK, Union Electric Co., St. 
Louis, Mo. 

G. J. SCHNEIDER, General Public Utili- 
ties Corp., New York, N. Y. 


D. M. DEBARD, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

FRANKLYN DICKINSON, Ohio Edison 
Co., Akron, Ohio 

O. R. DOERR, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. R. FURBER, Northern States Power 
Co., Minneapolis, Minn. 

J. S. Gracy, Florida Power Corp., St. 
Petersburg, Fla. 

E. W. Gray, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

J. R. HARTMAN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

J. P. HAYWARD, Atlantic City Electric 
Co., Atlantic City, N. J. 


J. E. ZWETTLER, Wisconsin Power and 


October, 1953 


DEXTER STONER, Pacific Gas and Eler. 


tric Co., San Francisco, Calif. 5 


S. E. WERTHEIM, The Cleveland Elec. 
tric Illuminating Co., Cleveland, 
Ohio 


Light Co., Madison, Wis. 


Uniform System of Accounts 
Committee 


Chairman, R. G. SCHNEIDER, Virginia 
Electric and Power Co., Richmond, 
Va. 

3 

J. B. BERG, American Electric Power 


Service Corp., New York, N. Y. 

D. W. FABER, Wisconsin Public Ser. 
vice Corp., Milwaukee, Wis. 

R. R. FORTUNE, Pennsylvania Power 
& Light Co., Allentown, Pa. 

A. W. HATCH, Ebasco Services Inc. 
New York, N. Y. 

E. H. HEGMANN, Duquesne Light Co, 
Pittsburgh, Pa. 

P. R. LAWSON, Pennsylvania Electric 
Co., Johnstown, Pa. 

E. R. PETERSON, Southern California 
Edison Co., Los Angeles, Calif. 

. J. PLOURDE, The Detroit Edison Co., 
Detroit, Mich. 

R. W. PorTER, Stone & Webster Ser- 
vice Corp., New York, N. Y. 7 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Hartford, Conn. 

3. H. SHERRY, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. — 

W. T. SpPERRY, Public Service Electric 
and Gas Co., Newark, N. J. 

EMANUEL TODER, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 


—— 


R. C. HIENTON, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio | 

E. J. INGRAM, New Jersey Power & | 
Light Co., Denville, N. J. 

H. G. Isuey, Carolina Power & Light 
Co., Raleigh, N. C. 

KIMBALL JACK, The Washington Wa- 
ter Power Co., Spokane, Wash. 

J. H. KEELE, Florida Power & Light 
Co., Miami, Fla. 

M. G. KENNEDY, Ebasco Services Inc. 
New York, N. Y. 

F. M. KIMBALL, Kansas Gas and Elee- 
tric Co., Wichita, Kans. 


C. D, LAWRENCE, NEES-New EnglandT 


Power Service Co., Boston, Mass. 
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October, 1958 


A. T. LITTLEFIELD, Central Maine Pow- 
er Co., Augusta, Maine 

R. G. MACDONALD, West Penn Power 
Co., Greensburg, Pa. 

T. M. McDANIEL, JR., Southern Cali- 
fornia Edison Co., Los Angeles, 
Calif. 

F. T. McEvoy, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

W. G. McKig, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

T. O. MCQUISTON, Metropolitan Edi- 
son Co., Reading, Pa. 

C. W. MEYTROTT, Consolidated Edison 
Co. of New York, Inc., New York, 
mY. 

C. L. OSTERBERGER, Louisiana Power & 
Light Co., New Orleans, La. 

G. W. OusLER, Duquesne Light Co., 
Pittsburgh, Pa. 

B. L. PALM, Central Illinois Public 
Service Co., Springfield, Ill. 

R. F. PLYMIRE, Puget Sound Power & 
Light Co., Seattle, Wash. 

W. T. RICHARDS, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

M. R. Ropcer, Middle West Service 
Co., Chicago, Il. 

W. M. SHEPHERD, Arkansas Power & 
Light Co., Little Rock, Ark. 

C. J. SINNOTT, New Orleans Public 
Service Inc., New Orleans, La. 

M. E. SKINNER, Union Electric Co., 
St. Louis, Mo. 

H. F. STAACKE, Houston Lighting. & 
Power Co., Houston, Texas 

H. A. StRouD, Monongahela Power Co., 
Fairmont, W. Va. 

R. C. SWARTZ, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. W. THoMAS, Public Service Co. of 
Colorado, Denver, Colo. 

A. M. WADE, The Connecticut Light & 

_ Power Co., Hartford, Conn. 

W. H. WAGNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

C. M. WALLACE, JR., Georgia Power 
Co., Atlanta, Ga. 

D. E. WASHBURN, Boston Edison Co., 
Boston, Mass. 

BASSETT WATSON, Texas 
Light Co., Dallas, Texas 

C. A. WiuLIAMS, The United Illumi- 
nating Co., New Haven, Conn. 

Don WILLIs, Arizona Public Service 
Co., Phoenix, Ariz. 

E. A. Witson, Alabama Power Co., 
Birmingham, Ala. 

H. E. YEIDE, Potomac Electric Power 
Co., Washington, D. C. 

R. K. ZIMMERMAN, Kansas City Power 
& Light Co., Kansas City, Mo. 


Power & 
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ELECTRICAL LIVING POLICY 
COMMITTEE 


Chairman, G. W. OUSLER, Duquesne 
Light Co., Pittsburgh, Pa. 


M. I. ALLEN, Philadelphia Electric 
Co., Philadelphia, Pa. 

T. G. AYERS, Commonwealth Edison 
Co., Chicago, Il. 

P. D. Brooks, American Electric Pow- 
er Service Corp., New York, N. Y. 

J. R. FURBER, Northern States Power 
Co., Minneapolis, Minn. 

C. D. LAWRENCE, New England Power 
Service Co., Boston, Mass. 

J. H. MEAD, Southern California Edi- 
son Co., Los Angeles, Calif. 

W. M. SHEPHERD, Arkansas Power & 
Light Co., Little Rock, Ark. 

C. M. WALLACE, JR., Georgia Power 
Co., Atlanta, Ga. 

Don WILLIS, Arizona Public Service 
Co., Phoenix, Ariz. 


ADVERTISING COMMITTEE 


Chairman, J. V. MACDONALD, Boston 
Edison Co., Boston, Mass. 


HERBERT BRIGGS, JR., Duquesne Light 
Co., Pittsburgh, Pa. 

R. D. FURBER, Northern States Power 
Co., Minneapolis, Minn. 

J. M. GUILLORY, New Orleans Public 
Service Inc., New Orleans, La. 

T. H. GUTHRIE, Florida Power Corp., 
St. Petersburg, Fla. 

E. R. Laws, Philadelphia Electric Co., 
Philadelphia, Pa. 

Ray MARTIN, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

P. L. PENFIELD, The Detroit Edison 
Co., Detroit, Mich. 

W. E. PIERCE, Commonwealth Edison 
Co., Chicago, Il. 

E. N. Pope, Carolina Power & Light 
Co., Raleigh, N. C. 

N. H. RANDALL, The Toledo Edison 
Co., Toledo, Ohio 

M. A. REICHHELD, NEES-New En- 
gland Power Service Co., Boston, 
Mass. 

V. E. SHEPHERD, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.. ¥. 

H. M. WALNE, Dallas Power & Light 
Co., Dallas, Texas 

C. F. WESTIN, Public Service Electric 
and Gas Co., Newark, N. J. 
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AREA DEVELOPMENT 
COMMITTEE 


Chairman, S. F. MCGOWAN, Northern 
States Power Co., Minneapolis, 
Minn. 


R. Y. ADAMS, American Electric Pow- 
er Service Corp., New York, N. Y. 

C. H. ADLER, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

A. V. K. BaBcock, Arizona Public Ser- 
vice Co., Phoenix, Ariz. 

R. K. BARRATT, The Empire District 
Electric Co., Joplin, Mo. 

J.S. BARTLETT, Potomac Electric Pow- 
er Co., Washington, D. C. 

H. L. BREWER, Consumers Power Co., 
Jackson, Mich. , 

H. W. CARLOssS, Kentucky Utilities Co., 
Lexington, Ky. 

J. H. COATES, Ebasco Services Inc. 
New York, N. Y. 

H. W. Cooper, Minnesota Power & 
Light Co., Duluth, Minn. 

C. §S. CRONKRIGHT, Public Service 
Electric and Gas Co., Newark, N. J. 

G. G. CuRTIS, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

C. W. DEEG, Philadelphia Electric Co., 
Philadelphia, Pa. 

D. L. DIEHL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. A. Ditpy, Arkansas Power & Light 
Co., Little Rock, Ark. 

H. L. DONALDSON, Duquesne Light Co., 
Pittsburgh, Pa. 

F. A. ELLISTON, Texas Electric Ser- 
vice Co., Fort Worth, Texas 

J. D. EPPRIGHT, Texas Power & Light 
Co., Dallas, Texas 

J. M. FRANK, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

E. L. GERBER, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. H. GIEpD, Florida Power Corp., St. 

Petersburg, Fla. 
V. Gray, Long Island Lighting 

Co., Hicksville, N. Y. 

W. C. GREEN, Alabama Power Co., 
Birmingham, Ala. 

L. P. GROWNEY, Pacific Power & Light 
Co., Portland, Ore. 
ALBERT GRUBER, The Washington 
Water Power Co., Spokane, Wash. 
E. B. HASKELL, The United Illuminat- 
ing Co., New Haven, Conn. 

F. J. HERR, JR., Central and South 
West Corp., Chicago, Ill. 

W. A. HUCKINS, Utah Power & Light 
Co., Salt Lake City, Utah 

W. J. JAMIESON, General Public Utili- 
ties Corp., New York, N. Y. 


E. 
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J. E. JOHANSON, Union Eleciric Co., 
St. Louis, Mo. 

R. E. KENNEDY, West Texas Ucilities 
Co., Abilen2, Texas 

R. P. LEE, The Connecticut Light & 
Power Co., Hartford, Conn. 

H. C. LEVolIs, Gulf States Utilities Co., 
Beaumont, Texas 

C. D. Lyon, The Potomac Edison Co., 
Hagerstown, Md. 

V. S. Mapison, The Detroit Edison 
Co., Detroit, Mich. 

O. C. MAYER, Idaho Power Co., Boise, 
Idaho 

J. M. Mooney, Louisiana Power & 
Light Co., New Orleans, La. 

R. D. MORRISON, Central Maine Power 
Co., Augusta, Maine 

C. E. Murpuy, Iowa Public Service 
Co., Sioux City, Iowa 

S. G. NEEL, Puget Sound Power & 
Light Co., Seattle, Wash. 

R. W. O’DONNELL, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

L. L. PETERSON, Interstate Power Co., 
Dubuque, Iowa 

W. J. PuGH, JR., The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

F. G. SMITH, Mississippi Power & 
Light Co., Jackson, Miss. 

C. P. SPELLMAN, Virginia Electric 
and Power Co., Richmond, Va. 

D. E. STEWART, Carolina Power & 
Light Co., Raleigh, N. C. 

C. A. THRASHER, Ohio Edison Co., 
Akron, Ohio 

R. F. TORREY, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

M. B. TOWNSEND, Central 
Light Co., Peoria, IIl. 

J. M. TURNBULL, Western Massachu- 
setts Electric Co., Springfield, Mass. 

J. S. WALSH, Pacific Gas and Electric 
Co., San Francisco, Calif. 

E. A. YATES, JR., Georgia Power Co., 
Atlanta, Ga. 

G. S. YouNnG, Kansas City Power & 
Light Co., Kansas City, Mo. 


Illinois 


COMMERCIAL SALES GROUP 


Chairman, H. R. JONES, West Penn 
Power Co., Greensburg, Pa. 


Commercial Cooking and Water 
Heating Committee 
Chairman, R. L. MCCuEN, Duke Pow- 

er Co., Charlotte, N. C. 
J. L. BEAVER, Metropolitan Edison Co., 
Reading, Pa. 


H. M. BLACKBURN, Potomac Electric 
Power Co., Washington, D. C. 
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E. G. BOVERIE, Union Electric Co., St. 
Louis, Mo. 

L. T. CALE, Alabama Power Co., 
Birmingham, Ala. 

H. E. CARNEY, The Toledo Edison Co., 
Toledo, Ohio 

S. S. Cox, The Detroit Edison Co., De- 
troit, Mich. 

A. R. CUMMING, The United Illumi- 
nating Co., New Haven, Conn. 

A. R. HAMPSEY, JR., Duquesne Light 
Co., Pittsburgh, Pa. 

R. T. LAYFIELD, Georgia Power Co., 
Atlanta, Ga. 

O. R. MONROE, Southern California 
Edison Co., Los Angeles, Calif. 

J. C. NEWHOUSE, Northern States 
Power Co., Minneapolis, Minn. 

I. E. PIERCE, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

B. E. PLOWMAN, The Washington Wa- 
ter Power Co., Spokane, Wash. 

JOHN POHL, Commonwealth Edison 
Co., Chicago, Tl. 

R. S. RAGLAND, Virginia Electric and 
Power Co., Richmond, Va. 

J. B. RHEA, West Penn Power Co., 
Greensburg, Pa. 

C. E. SPEROW, Ohio Edison Co., Akron, 
Ohio 

N. F. STAINTHORPE, Philadelphia Elec- 
tric Co., Jenkintown, Pa. 

F. W. VARNEY, NEES-Merrimack-Es- 
sex Electric Co., Salem, Mass. 

E. R. WOOLLEY, Ebasco Services Inc., 
New York, N. Y. 

J. C. ZEILER, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 


Commercial Lighting Committee 


Chairman, G. J. GILLEN, Consolidated 
Edison Co. of New York, Inc., New 
Yerk: N.Y. 


T. M. Barr, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. W. BIGLEY, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

A. C. BRODEUR, JR., Western Massa- 
chusetts Electric Co., Springfield, 
Mass. 

W. L. BYRNE, Ebasco Services Inc., 
New York, N. Y. 

J. L. CAMPBELL, New Orleans Public 
Service Inc., New Orleans, La. 

H. F. CARROLL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

H. L. CUSHING, Appalachian Power 
Co., Roanoke, Va. 

J. F. DICKERHOFF, Long Island Light- 
ing Co., Mineola, N. Y. 

W. E. Fousom, Dallas Power & Light 
Co., Dallas, Texas 
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W. P. GRAHAM, Philadelphia Electric 
Co., Philadelphia, Pa. 

G. A. GRIER, The Dayton Power and 
Light Co., Dayton, Ohio 

L. T. JOHNSON, Public Service Elec. 
tric and Gas Co., Newark, N. J. 

WAYNE KUNDE, Duquesne Light (Co, 
Pittsburgh, Pa. 

H. A. LAWRENCE, The Cleveland Elec. 
tric Illuminating Co., Cleveland, 
Ohio 

CARTER LEWIS, Union Electric Co., St. 
Louis, Mo. 

S. F. MACLEAN, The United Illuminat- 
ing Co., New Haven, Conn. 

C. W. McCormick, The Connecticut 
Light & Power Co., Hartford, Conn. 

W. P. MCPHERSON, Carolina Power & 
Light Co., Raleigh, N. C. 

R. L. SAWYIER, Pacific Gas and Elec. 
tric Co., San Francisco, Calif. 

W. A. STANNARD, Consumers Power 
Co., Jackson, Mich. 

J. E. SWEATTE, Georgia Power Co. 
Atlanta, Ga. 

L. E. TAYLER, The Detroit Edison Co., 
Detroit, Mich. 

L. C. TWICHELL, Rochester Gas and 
Electric Corp., Rochester, N. Y. 


Electric Space Heating and Air 
Conditioning Committee 


Chairman, L. E. BLADES, Arkansas 
Power & Light Co., Little Rock, 
Ark. 


F. O. ANDERSON, Northern States 
Power Co., Minneapolis, Minn. 
GLYDEWELL BURDICK, Wisconsin Pow- 
er and Light Co., Madison, Wis. 
J. H. CLELAND, West Penn Power Co., 
Greensburg, Pa. 

J. P. COBLENTZ, The Potomac Edison 
Co., Hagerstown, Md. 

C. H. Curry, Monongahela Power Co., 
Fairmont, W. Va. 

G. F. DEFOE, The Washington Water 
Power Co., Spokane, Wash. 


I. C. Dixon, Atlantic City Electric Co, 1 


Atlantic City, N. J. 
R. L. DUNTEN, Central Power and 
Light Co., Corpus Christi, Texas 
J. M. FOREMAN, JR., Duke Power Co., 
Charlotte, N. C. 

T. W. FULLER, Pacific Gas and Electric 
Co., San Francisco, Calif. 

E. H. GARDINER, JR., Texas Power & 
Light Co., Dallas, Texas 

R. C. GEYER, Commonwealth Edison 
Co., Chicago, Ill. 

G. W. GILROY, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 


October, 
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A. C. GOODWIN, Gulf Power Co., 
Pensacola, Fla. 

E. B. HASKELL, The United Illumi- 
nating Co., New Haven, Conn. 

Pp. H. HENRICHS, Southern California 
Edison Co., Inglewood, Calif. 

K. K. HICKMAN, Florida Power Corp., 
St. Petersburg, Fla. 

H. S. HinricHs, The Kansas Power 
and Light Co., Topeka, Kans. 

G. C. JAMISON, Western Massachu- 
setts Electric Co., Springfield, Mass. 

p. A. KINSEY, Metropolitan Edison 
Co., Reading, Pa. 


LT. B. KNox, Virginia Electric and 


Power Co., Richmond, Va. 

K. M. LARUE, Kanzas Gas and Electric 
Co., Wichita, Kans. 

G. D. LEACH, JR., Tampa Electric Co., 
Tampa, Fla. 

J. F. Lowrey, Philadelphia Electric 
Co., Philadelphia, Pa. 

W. H. MANN, JR., The Toledo Edison 
Co., Toledo, Ohio 

G. W. MCELHANEY, Ohio Edison Co., 
‘ Akron, Ohio 

T. W. McKENNA, Delaware Power & 
Light Co., Wilmington, Del. 

J. B. NAPIER, American Electric Pow- 
er Service Corp., New York, N. Y. 

J. A. REED, Southwestern Electric 
Power Co., Shreveport, La. 

HuGH ROBERTS, Alabama Power Co., 
Birmingham, Ala. 

K. I. ROBINSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

A. C. SANGSTER, The Detroit Edison 
Co., Detroit, Mich. 

8. S. SANSBURY, Union Electric Co., 
St. Louis, Mo. 

A. F. SOUTHWICK, Consumers Power 
Co., Jackson, Mich. 

D. L. THOMPSON, Jersey Central Pow- 
er & Light Co., Asbury Park, N. J. 

R. M. Woop, Ebasco Services Inc., 
New York, N. Y. 

H. T. Yopp, Georgia Power Co., At- 
lanta, Ga. 


Market Development and 
Electrical Applications Committee 


(Inactive) 


Street Lighting Committee 


Chairman, G. G. WHEELER, Northern 
States Power Co., Minneapolis, 
Minn. 


R. E. BALLARD, The Connecticut Light 
& Power Co., Hartford, Conn. 

PJ. A. BANTON, Tampa Electric Co., 

Tampa, Fla. 
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R. B. Brown, JR., Boston Edison Co., 
Boston, Mass. 

R. E. DAHLIN, Southern California 
Edison Co., Los Angeles, Calif. 

E. M. FAHEY, Public Service Electric 
and Gas Co., Newark, N. J. 

H. H. Goss, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

J. H. Harpy, Indianapolis Power & 
Light Co., Indianapolis, ind. 

H. G. HRIVNATZ, Houston Lighting & 
Power Co., Houston, Texas 

G. E. KorTEN, Consumers Power Co., 
Jackson, Mich. 

L. M. LEACHE, Potomac Electric Pow- 
er Co., Washington, D. C. 

L. H. LINGEMANN, Duquesne Light 
Co., Pittsburgh, Pa. 

R. B. MCFARLAND, Central Maine Pow- 
er Co., Augusta, Maine 

H. S. NONNEMAN, The Dayton Power 
and Light Co., Dayton, Ohio 

W. A. F. PYLE, Delaware Power & 
Light Co., Wilmington, Del. 

E. L. RAYMOND, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

J. H. SHAW, Utah Power & Light Co., 
Salt Lake City, Utah. 

G. A. TROSPER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 


FARM GROUP 


Chairman, P. R. SCHEPERS, Consum- 
ers Power Co., Jackson, Mich. 


Farm Development Committee 


Chairman, Morris H. LuoypD, Niagara 
Mohawk Power Corp., Buffalo, N. Y. 


F. R. BAILEy, Central Maine Power 
Co., Augusta, Maine 

STANLEY BIDLACK, Philadelphia Elec- 
tric Co., Coatesville, Pa. 

C. A. BRADFORD, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

L. B. CARNEY, Niagara Mohawk Pow- 
er Corp., Albany, N. Y. 

J. L. COPEMAN, Monongahela Power 
Co., Fairmont, W. Va. 

D. D. CRANZ, Ohio Edison Co., Akron, 
Ohio 

E. J. GILDEHAUS, Union Electric Co., 
St. Louis, Mo. 

J. M. GOODMAN, South Carolina Elec- 
tric & Gas Co., Denmark, S. C. 

A. H. Gray, JR., Southwestern Elec- 
tric Power Co., Shreveport, La. 

N. S. Haw, Northern States Power 
Co., Minneapolis, Minn. 

E. R. HEACOCK, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 
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E. D. Lopwick, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

L. W. McCONNELL, Indiana & Michi- 
gan Electric Co., Fort Wayne, Ind. 

R. E. MONINGER, Public Service Co. of 
Colorado, Denver, Colo. 
F. L. RIMBACH, NEES-New England 
Power Service Co., Clinton, Mass. 
W. E. SAWDON, Delaware Power & 
Light Co., Wilmington, Del. 

E. G. SCHIESL, Southern Colorado 
Power Co., Pueblo, Colo. 

G. H. STEWART, Carolina Power & 
Light Co., Florence, S. C. 

D. N. STILES, The Connecticut Light 
& Power Co., Hartford, Conn. 

L. T. WANSLEY, Georgia Power Co., 
Atlanta, Ga. 

J. L. WarpD, Texas Electric Service 
Co., Fort Worth, Texas 

M. O. WHITHED, Atlantic City Electric 
Co., Atlantic City, N. J. 


Farm Promotion Committee 


Chairman, HOMER M. GIBBS, Texas 
Power & Light Co., Dallas, Texas 


H. F. BARTON, St. Joseph Light & 
Power Co., St. Joseph, Mo. 

W. R. BLACK, Virginia Electric and 
Power Co., Richmond, Va. 

R. J. BUGBEE, Central Vermont Public 
Service Corp., Rutland, Vt. 

J. C. CAHILL, The Detroit Edison Co., 
Detroit, Mich. 

C. F. CHUNGLO, Western Massachu- 
setts Electric Co., Springfield, Mass. 

H. W. CLINGMAN, Pacific Gas and 

Electric Co., San Francisco, Calif. 
L. COLVIN, Louisiana Power & 

Light Co., New Orleans, La. 

R. K. DERRY, Ohio Power Co., Canton, 
Ohio 

S. J. Fotks, Florida Power Corp., St. 
Petersburg, Fla. 

A. S. GILBERT, Idaho Power Co., Boise, 
Idaho 

W. E. Gross, Pennsylvania Power Co., 
New Castle, Pa. 

L. H. HAMMOND, New York State 
Electric & Gas Corp., Binghamton, 
N:. x. 

R. G. HARVEY, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

T. F. HILDEBRAND, American Electric 
Power Service Corp., New York, 
N.Y. 

DELAMAR HOLT, Utah Power & Light 
Co., Salt Lake City, Utah 

C. E. JEERINGS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

DONALD JORDIN, The Washington Wa- 
ter Power Co., Spokane, Wash. 


N. 
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VIRGIL MARVIN, The Toledo Edison 
Co., Toledo, Ohio 

Ross MAUNEY, Arkansas Power & 
Light Co., Little Rock, Ark. 

E. R. Murpny, Kentucky Utilities Co., 
Lexington, Ky. 

E. A. PALMBERG, The Kansas Power 
and Light Co., Topeka, Kans. 

M. B. PENN, Alabama Power Co., 
Birmingham, Ala. 

R. R. SMITH, Metropolitan Edison Co., 
Reading, Pa. 

H. J. SOwDERS, The Dayton Power and 
Light Co., Dayton, Ohio 

J. H. THOMAS, Central Illinois Light 
Co., Peoria, IIl. 


INDUSTRIAL POWER AND 
HEATING GROUP 


Chairman, P. W. McCorMIck, Union 
Electric Co., St. Louis, Mo. 


Competitive Service 
Committee 


Chairman, R. W. BASCHNAGEL, 
Rochester Gas and Electric Corp., 
Rochester, N. Y. 


W. G. ADAMS, Central Illinois Public 
Service Co., Springfield, Ill. 

B. R. ASKEW, Georgia Power Co., At- 
lanta, Ga. 

J. B. ELLSWORTH, Boston Edison Co., 
Boston, Mass. 

H. C. GAUSE, Alabama Power Co., 
Birmingham, Ala. 

T. D. HOSKINS, Louisiana Power & 
Light Co., New Orleans, La. 

W. D. HOWELL, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

W. P. LYMAN, Carolina Power & Light 
Co., Raleigh, N. C. 

G. A. Nay, Monongahela Power Co., 
Fairmont, W. Va. 

Q. Q. QUINN, The Connecticut Light & 
Power Co., Hartford, Conn. 

C. L. WILSON, El Paso Electric Co., El 
Paso, Texas 


General Power and 
Heating Committee 
Chairman, J. H. AHRENS, The Hart- 


ford Electric Light Co., Hartford, 
Conn. 


G. M. ALLEN, The Detroit Edison Co., 
Detroit, Mich. 

J. C. AULL, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

W. E. CAMERON, Pennsylvania Power 
& Light Co., Allentown, Pa. 
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W. B. CAMPBELL, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

S. L. CHAPIN, Public Service Electric 
and Gas Co., Newark, N. J. 

F. F. DICKMANN, West Penn Power 
Co., Greensburg, Pa. 

L. V. DuGas, Gulf States Utilities Co., 
Beaumont, Texas 

M. H. GERHARD, Consumers Power Co., 
Jackson, Mich. 

B. L. HANTLE, Illinois Power Co., De- 
catur, Il. 

G. A. JENNINGS, Kansas City Power & 

Light Co., Kansas City, Mo. 
F. KIELSMEIER, Ohio Edison Co., 

Akron, Ohio 

J. F. MORTON, New Orleans Public 
Service Inc., New Orleans, La. 

V. A. SECHLER, Ohio Power Co., Can- 
ton, Ohio 

C. C. SHOTWELL, Philadelphia Electric 
Co., Philadelphia, Pa. 

C.. J. SODERGREN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

H. M. STEINER, Long Island Lighting 
Co., Mineola, N. Y. 

W. H. STEINHAUER, The Toledo Edison 
Co., Toledo, Ohio 

R. W. WYMAN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 


L. 


Industrial Sales Methods and 
Development Committee 


Chairman, A. D. SPILLMAN, Philadel- 
phia Electric Co., Philadelphia, Pa. 


W. R. ANKROM, American Electric 
Power Service Corp., New York, 
N.Y. 

G. R. BLAcK, Wisconsin Electric Pow- 
er Co., Milwaukee, Wis. 

J. H. COATES, Ebasco Services Inc., 
New York, N. Y. 

L. P. FRIES, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

R. R. JOHNSON, Duquesne Light Co., 
Pittsburgh, Pa. 

F. R. KNIpP, The Dayton Power and 
Light Co., Dayton, Ohio 

R. C. PFLUG, Wisconsin Power and 
Light Co., Madison, Wis. 

L. C. Rog, Atlantic City Electric Co., 
Atlantic City, N. J. 

J. M. TURNBULL, Western Massachu- 
setts Electric Co., Springfield, Mass. 

T. L. VAN Law, Southern California 
Edison Co., Los Angeles, Calif. 

F. E. WIATT, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

W. D. WILKINSON, NEES-New Eng- 
land Power Service Co., Boston, 
Mass. 


October, 1953 


RESIDENTIAL GROUP 


Chairman, R. G. MACDONALD, West 
Penn Power Co., Greensburg, Pa. 


Dealer Coordination Committee 
(Inactive) 


Home Service Committee 


Chairman, Miss JuDITH E. O’FLAHER. 
TY, Philadelphia Electric Co., Phila. 
delphia, Pa. 


Miss ANNA BINES, Texas Electric Ser. 
vice Co., Fort Worth, Texas 

Miss JANET E. BOLLES, Brockton Edi- 
son Co., Brockton, Mass. 

Mrs. ERMA MEEKS BOYEN, The Ha- 
waiian Electric Co., Ltd., Honolulu, 
Hawaii. 

MISs EVELYN BROCKETT, The Cleve. 
land Electric Illuminating (Co, 
Cleveland, Ohio 

Miss ROSAMOND CARLSON, Northern 
States Power Co., Minneapolis, 
Minn. 

Mrs. M. B. CHRISTIE, Black Hills Pov- 
er and Light Co., Rapid City, S. D. 

MIss FRANCES R. CULLEN, Boston Edi- 
son Co., Boston, Mass. 

Mrs. MARGUERITE FENNER, Pacific Gas 
and Electric Co., San Francisco, 
Calif. ; 

Miss JANE GRAU, Duquesne Light Co. 
Pittsburgh, Pa. 

Miss EVELYN HANSEN, Utah Power & 
Light Co., Salt Lake City, Utah 
Miss RuTH D. KruGer, Arizona Public 

Service Co., Phoenix, Ariz. 

Mrs. MILDRED A. LESSENICH, Wiscon- 
sin Electric Power Co., Milwaukee, 
Wis. 

MIss FRANCES MANESS, Virginia Elec- 
tric and Power Co., Richmond, Va. 

Miss ELIZABETH PARKER, Georgia 
Power Co., Atlanta, Ga. 


Miss JULIA ROBERTS, Savannah Elec: 7 


tric and Power Co., Savannah, Ga. 
Miss MARION E. RYAN, The Detroit 
Edison Co., Detroit, Mich. 
MIss MARGARET SCHNEIDER, Wheeling 
Electric Co., Wheeling, W. Va. 
Miss RuTH SHANK, Union Electric 
Co., St. Louis, Mo. 

Mrs. LEONA C. SHEEHAN, Otter Tail 
Power Co., Fergus Falls, Minn. 
Mrs. AMY THOMPSON, Florida Power 

Corp., St. Petersburg, Fla. 


October, 
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Miss DoROTHEA E. UNDERWOOD, Ni- 
agara Mohawk Power Corp., Syra- 
cuse, N. Y. 

Miss EMMA WOOD, Central Louisiana 
Electric Co., Pineville, La. 


Residential Appliance Promotion 
Committee 


Chairman, E. J. HURLEY, The Detroit 
Edison Co., Detroit, Mich. 


C. W. AILSTOCK, Florida Power Corp., 
St. Petersburg, Fla. 

J. D. ALFoRD, Public Service Co. of 
Indiana, Inc., Plainfield, Ind. 

F, P. ALLEN, Gulf States Utilities Co., 
Beaumont, Texas 

C. E. ANDERSON, Virginia Electric 
and Power Co., Richmond, Va. 

J. J. BARRY, Boston Edison Co., Bos- 
ton, Mass. : 

C. E. BORDERS, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

J. P. BRown, Alabama Power Co., 
Birmingham, Ala. | 

R. W. Butts, Ohio Edison Co., Akron, 
Ohio 

C. A. Byron, The Connecticut Light & 
Power Co., Hartford, Conn. 


4 M. T. CARTER, Public Service Co. of 


New Hampshire, Manchester, N. H. 


WiLL T. CLARK, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

R. B. DENHARDT, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
mY: 

L. A. DuCKWoRTH, New York State 
Electric & Gas Corp., Binghamton, 
mm X. 


L. A. DUNN, The United Illuminating 
Co., Bridgeport, Conn. 

F. T. ELLENBERG, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

G. A. ENGLES, Jersey Central Power 
& Light Co., Asbury Park, N. J. 


T. E. HAMMETT, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 


B. W. HANSON, Northern States 
Power Co., Minneapolis, Minn. 

W. J. HEINRICHS, Southwestern Elec- 
tric Power Co., Shreveport, La. 


R. W. HELLER, Duquesne Light Co., 
Pittsburgh, Pa. 


L. L. Koontz, Appalachian Power Co., 
Roanoke, Va. 


rR. J. MALCOMSON, Commonwealth Edi- 
son Co., Chicago, III. 
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F. F. McCoy, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. H. MERRICK, JR., Texas Electric 
Service Co., Fort Worth, Texas 

H. L. Moore, Southern California Edi- 
son Co., Los Angeles, Calif. 

M. R. NorRTON, Wisconsin Power and 
Light Co., Madison, Wis. 

M. A. O’MALLEY, NEES-New England 
Power Service Co., Boston, Mass. 

H. H. Orr, Duke Power Co., Charlotte, 
N. C. 

B. L. PALM, Central illinois Public 
Service Co., Springfield, Ill. 

M. A. PAULIN, Kansas City Power & 
Light Co., Kansas City, Mo. 

LYNWooD SCHRADER, Kentucky Utili- 
ties Co., Lexington, Ky. 

A. E. SCHWARZ, Ebasco Services Inc. 
New York, N. Y. 

J. H. K. SHANNAHAN, Indiana & 
Michigan Electric Co., Fort Wayne, 
Ind. 

R. W. SMITH, Metropolitan Edison 
Co., Reading, Pa. 

J. G. SNYDER, American Electric 
Power Service Corp., New York, 
N.Y. 

L. E. STANNARD, West Penn Power 
Co., Greensburg, Pa. 

W. L. TAIT, Portland General Electric 
Co., Portland, Ore. 

F. E. TAYLOR, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. M. TAYLOR, The Toledo Edison Co., 
Toledo, Ohio 

E. P. WERLEY, Pennsylvania Power & 
Light Co., Allentown, Pa. 

D. H. WHITE, Utah Power & Light 
Co., Salt Lake City, Utah 

H. J. WILSON, Georgia Power Co., At- 
lanta, Ga. 


Residential Lighting Promotion 
Committee 


Chairman, R. J. MILLER, The Cleve- 


land Electric Illuminating Co., 
Cleveland, Ohio 


T. G. ALLAN, West Penn Power Co., 
Greensburg, Pa. 


D. S. BEAN, Philadelphia Electric Co., 
Philadelphia, Pa. 


D. E. Bootes, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 


H. F. CARR, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 


L. L. CLEMMER, Consumers Power Co., 
Jackson, Mich. 
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R. M. DouGuass, Dallas Power & 
Light Co., Dallas, Texas 

A. C. HEBERT, New Orleans Public 
Service Inc., New Orleans, La. 

E. A. HopGE, Louisiana Power & 
Light Co., New Orleans, La. 

S. W. HUNTSMAN, Public Service Co. 
of Colorado, Denver, Colo. 

L. J. LESSENICH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. R. NYE, Western Massachusetts 
Electric Co., Springfield, Mass. 

O. B. NYE, Niagara Mohawk Power 
Corp., Albany, N. Y. 

J. S. C. Ross, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

R. W. SCHMIDT, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

C. A. STEVENS, Public Service Electric 
and Gas Co., Newark, N. J. 

J. R. WATERS, Monongahela Power 
Co., Fairmont, W. Va. 


Residential Wiring Promotion 
Committee 


Chairman, J. R. FURBER, Northern 
States Power Co., Minneapolis, 
Minn. 


EK. A. BRAND, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

C. W. BRISSENDEN, Portland General 
Electric Co., Portland, Ore. 


J. T. CATHERWOOD, Long Island Light- 
ing Co., Mineola, N. Y. 


D. J. FRANDSEN, Public Service Co. 
of Oklahoma, Tulsa, Okla. 


W. M. FREUDIGMAN, NEES-The Nar- 
ragansett Electric Co., Providence, 
Rik; 


H. B. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 


J. C. MESERVE, Southern California 
Edison Co., Los Angeles, Calif. 


W. R. MILBy, The Detroit Edison Co., 
Detroit, Mich. 


R. W. NEEL, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

R. W. OSTERHOLM, Ohio Power Co., 
Canton, Ohio 

F. C. PESVEYC, Public Service Electric 
and Gas Co., Newark, N. J. 

J. F. ROBERTS, Philadelphia Electric 
Co., Philadelphia, Pa. 


E. A. SNYDER, American Electric 
Power Service Corp., New York, 
| ae a 
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SPECIAL SERVICES GROUP 


Market Research Committee 
(Inactive) 


Sales Personnel and 
Training Committee 


Chairman, G. W. WARNER, Consumers 
Power Co., Jackson, Mich. 


R. R. CAHAL, JR., Ebasco Services Inc., 
New York, N. Y. 
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R. O. DoERR, Public Service Electric 
and Gas Co., Newark, N. J. 


LELAND HOLTMAN, Public Service Co. 
of Indiana, Inc., Plainfield, Ind. 


L. D. KNEEN, Northern States Power 
Co., Minneapolis, Minn. 

R. T. MAzzuccuHI, The Hartford Elec- 
tric Light Co., Hartford, Conn. 


J. C. MELTON, Potomac Electric Power 
Co., Washington, D. C. 


Customer, Employee and Investor Relations 


EXECUTIVE COMMITTEE 


Chairman, C. E. OAKES, Pennsylvania 
Power & Light Co., Allentown, Pa. 


(In process of formation) 


CUSTOMER RELATIONS 
COMMITTEE 


Chairman, KIMBALL JACK, The Wash- 
ington Water Power Co., Spokane, 
Wash. 


(In process of formation) 


EMPLOYEE (INDUSTRIAL) 
RELATIONS COMMITTEE 


Chairman, Epw. J. BRILL, Pennsyl- 
vania Power & Light Co., Allen- 
town, Pa. 

Vice Chairman, W. H. SENYARD, 
Louisiana Power & Light Co., New 
Orleans, La. 

Secretary, E. S. EvANS, Edison Elec- 
tric Institute, New York, N. Y. 

D. C. ALLEN, Public Service Electric 
and Gas Co., Newark, N. J. 

K. K. ALLEN, Southern California 
Edison Co., Los Angeles, Calif. 
J. C. ARNELL, Consolidated Edison 
Co. of New York, Inc., New York, 

N. Y. 

D. A. BARTLETT, Western Massachu- 
setts Electric Co., Springfield, Mass. 

J. M. C. BETTS, The United Illuminat- 
ing Co., New Haven, Conn. 

H. L. BOWEN, Georgia Power Co., 
Atlanta, Ga. 

H. E. Boyp, Potomac Electric Power 
Co., Washington, D. C. 

C. T. BRASFIELD, JR., Alabama Power 
Co., Birmingham, Ala. 

G. C. Brooks, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

M. F. BUNNELL, Florida Power Corp., 
St. Petersburg, Fla. 


Division Committees 


C. W. CALDWELL, Orange and Rock- 
land Utilities, Inc., Nyack, N. Y. 

C. H. CAMPBELL, Pacific Power & 
Light Co., Portland, Ore. 

J. W. CAROTHERS, Baltimore Gas and 
Electric Co., Baltimore, Md. 

H. F. Carr, Pacific Gas and Electric 
Co., San Francisco, Calif. 

A. L. CLARK, Virginia Electric and 
Power Co., Richmond, Va. 

A. L. COLLIGAN, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N. Y. 

J. K. Davis, The Toledo Edison Co., 
Toledo, Ohio 

G. W. FEWKES, Philadelphia Electric 
Co., Philadelphia, Pa. 

F. J. GLEESON, Northern States Power 
Co., Minneapolis, Minn. 

C. S. GREEN, New Orleans Public 
Service, Inc., New Orleans, La. 
A. J. HASWELL, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
P. V. HAYDEN, The Connecticut Light 

& Power Co., Hartford, Conn. 

WILLIAM Ismay, Arizona Public Serv- 
ice Co., Phoenix, Ariz. 

PATRICK JOHNSON, Puget Sound 
Power & Light Co., Seattle, Wash. 


C. E. JONES, Mississippi Power & 
Light Co., Jackson, Miss. 
R. R. KATTERHENRY, Indianapolis 


Power & Light Co., Indianapolis, 
Ind. 

M. A. Kirk, Central Illinois Public 
Service Co., Springfield, II. 

F. L. LARKIN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. M. LASALLE, Ohio Edison Co., 
Akron, Ohio 

S. F. LEAHY, The Detroit Edison Co., 
Detroit, Mich. 

I. O. MALL, Ebasco Services Inc., New 
York, N.Y. 


October, 195g | October, 
J. S. C. Ross, Pacific Gas and Electric | E. C. § 
Co., San Francisco, Calif. t a 
E. F. SHIELDS, NEES-New England oo 
Power Service Co., Boston, Mass, | jE. ' 
G. J. STEFFEN, Union Electric Co., St. Powe 
Louis, Mo. BE. A. | 
Cos. | 
Wiring and Specifications J. H. \ 
Committtee . a 
(Inactive) ie 
7. 2. | 
Corp. 
IN 
Chairm 
necti 
H. H. MELVIN, Atlantic City Electric ford, 
Co., Atlantic City, N. J. Vice C. 
M. E. NELSON, San Diego Gas & Elee- Cinci 
tric Co., San Diego, Calif. cinna 
J. S. NEWBOLD, Carolina Power & i. 
Light Co., Raleigh, N. C. Servi 
C. Y. OsBuRN, Long Island Lighting W. G. 
Co., Hicksville, N. Y. Servi 
F. M. Osta, Niagara Mohawk Power } p, R. ] 
Corp., Syracuse. N. Y. Co., ( 
M. F. OSTERLING, The Hartford Elec- | R. P. I 
tric Light Co., Hartford, Conn. Jacks 
S. G. Pace, Duquesne Light Co. 7 RICHAR 
Pittsburgh, Pa. Co., ] 
C. E. PARKER, Commonwealth Edison } H. A. F 
Co., Chicago, IIl. Corp. 
H. A. PETERSON, American Electric} K. C. ( 
Power Service Corp., New York, Elect 
ms X; a. S. | 
R. E. PHENICIE, Wisconsin Public} Co., 1 
Service Corp., Green Bay, Wis. mv. T 
DEWITT PIKE, Rochester Gas and Illum 
Electric Corp., Rochester, N. Y. F.C. |] 
H. V. Potts, Columbus and Southern Light 
Ohio Electric Co., Columbus, Ohio 
F. C. PRASSE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
F. R. RAuCH, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 
O. P. REED, Public Service Co. of 
Colorado, Denver, Colo. ’ 
T. J. REGAN, JR., Boston Edison Co., ENGIN 
Boston, Mass. D 
J. A. REID, Southwestern Electric 
Power Co., Shreveport, La. Chairm 
H. S. RICHMOND, Consumers Power! rn 
Co., Jackson, Mich. | Ange 
O. H. RIRIE, Utah Power & Light Co., 
Salt Lake City, Utah Secreta 
C. B. SHERMAN, Houston Lighting & tric 1 
Power Co., Houston, Texas 
R. S. SOULE, Monongahela Power Co.| © J. B 
Fairmont, W. Va. Tum 
C. R. STocKHus, Union Electric Co‘} MILEs 
St. Louis, Mo. Powe 











, 195 | October, 1958 EDISON ELECTRIC INSTITUTE BULLETIN Page 15 
ectrie | E. C. STOLPER, Wisconsin Power and A. W. EVANS, Niagara Mohawk Power NeitL RICHARDS, Kansas Gas and 
f Light Co., Madison, Wis. Corp., Syracuse, N. Y. Electric Co., Wichita, Kans. 
E. B. STRAUSS, New Jersey Power & H.H. FERRIN, Oklahoma Gas and Elec- ALEx Rocers, Mississippi Power & 
gland Light Co., Denville, N. J. tric Co., Oklahoma City, Okla. Light Co., Jackson, Miss. 
ass, J. E. TEAGAN, NEES-New England 0. T. FITZWATER, Indianapolis Power F. W. Rocers, Texas Electric Service 
0., St. Power Service Co., Boston, Mass. & Light Co., Indianapolis, Ind. Co., Fort Worth, Texas 
E. A. WERNER, Gulf States Utilities H. L. GRUEHN, Baltimore Gas and W. 3. Resk Adnesdean Mlaciclc Power 
Co., Baton Rouge, La. Electric Co., Baltimore, Md. Service Corp., New York, N. Y 
, J. H. WESTBROOK, West Penn Power Harry HANSON, New England Elec- _ us ees 2 
Co., Greensburg, Pa. tric System, Boston, Mass. T. F. Rowe, New York State Electric 
M. 0. WILSON, Appalachian Power Co., FreperiIck HERR, JR., Central and & tes Ca tthaen, sandien ar. 
Roanoke, Va. South West Corp., Chicago, III. H. F. SANDERS, Middle South Utilities, 
F, E. WINCHESTER, NEGEA Service (© ©. HERRMANN, Wisconsin Power Inc., New York, N. Y. 
Corp., Cambridge, Mass. and Light Co., Madison, Wis. H. -. ScaFF, Ebasco Services Inc., 
EK. J. HOWE, Rochester Gas and Elec- Now Tork, 2. ¥. s : 
INVESTOR RELATIONS tric Corp., Rochester, N. Y. A. H. SCHETTLER, Union Electric Co., 
COMMITTEE L. H. JAEGER, The Southern Co., At- _ St Louis, Mo. 
: lanta, Ga. C. H. SCHWANER, Tampa Electric Co., 
Chairman, L. E. REYNOLDS, The Con- y " 5 Tampa, Fla. 
necticut Light & Power Co., Hart- JOHN JAMIESON, The Detroit Edison Se. th: Witetinnen: MiiiRk Meines & Bie 
lectrie} ford, Conn. Co., Detroit, Mich. Ge. Weed, a ae 18 
Vice Chairman, W. H. ZIMMER, The B. A. JOHNSON, Cambridge Electric Yl sevinnclat ; 
: Ele-| Cincinnati Gas & Electric Co., Cin- Light Co., Cambridge, Mass. 5. G. Tee. Fwewe Serviee 
cinnati, Ohio G. F. JOHNSON, Northern States Pow- _ Electric and Gas Co., Newark, N. J. 
wer &} ¢ L. ANDRUS, New Orleans Public er Co., Minneapolis, Minn. A. C. STEWART, Kentucky Utilities 
Service Inc., New Orleans, La. W. A. MARSHALL, The Toledo Edison Co., Lexington, Ky. 
ghting |} Ww. G. BourNE, JR., Commonwealth Co., Toledo, Ohio L. V. SUTTON, Carolina Power & Light 
Services, Inc., New York, N. Y. D. C. McCuurg, Central Illinois Elec- _ ©0., Raleigh, N. C. 
Power | D, R. BOWER, Commonwealth Edison tric and Gas Co., Rockford, Til. H. P. TAYLor, Wisconsin Public Ser- 
Co., Chicago, IIl. A. C. MCMENIMEN, Boston Edison Co., vice Corp., Milwaukee, Wis. 
1 Elec- | R. P. BRicGs, Consumers Power Co., Boston, Mass. A. P. THOMPSON, Iowa Power and 
In. Jackson, Mich. F. B. MUHLFELD, Stone & Webster Light Co., Des Moines, Iowa 
t Co, | RICHARD BULLWINKLE, Texas Utilities Service Corp., New York, N. Y. W. L. THRAILKILL, The Washington 
Co., Dallas, Texas R. A. OLSON, Kansas City Power & Water Power Co., Spokane, Wash. 
Edison | H. A. BuscH, General Public Utilities Light Co., Kansas City, Mo. A. W. TRIMBLE, Pacific Power & Light 
Corp., New York, N. Y. R. R. PARKMAN, Duquesne Light Co., Co., Portland, Ore. 
lectric | K. C. CHRISTENSEN, Pacific Gas and Pittsburgh, Pa. A. C. VENCE, Atlantic City Electric 
York, | Electric Co., San Francisco, Calif. &. R. PETERSON, Southern California Co., Atlantic City, N. J. 
A. S. Corson, Philadelphia Electric Edison Co., Los Angeles, Calif. W. D. VirTuE, Public Service Co. of 
Public} Co., Philadelphia, Pa. W. O. RANDALL, Columbus and South- Colorado, Denver, Colo. 
Vis. P. V. DoPpLER, The Cleveland Electric ern Ohio Electric Co., Columbus, JOHN WILKIE, Central Hudson Gas & 
is and} Illuminating Co., Cleveland, Ohio Ohio Electric Corp., Poughkeepsie, N. Y. 
.¥. F, C. EGGERSTEDT, JR., Long Island S. E. RATCLIFFE, Virginia Electric and E. W. WILKINSON, The West Penn 
— Lighting Co., Mineola, N. Y. Power Co., Richmond, Va. Electric Co., New York, N. Y. 
s, Ohio 
Slectric 
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Gas & ° : ° ene te = 
io Engineering and Operating Division Committees 
Co. of | 
on Co. ENGINEERING AND OPERATING H. W. COLLINS, The Detroit Edison L. R. Gaty, Philadelphia Electric Co., 
DIVISION EXECUTIVE Co., Detroit, Mich. Philadelphia, Pa. 
Electric COMMITTEE L. E. Cook, Texas Power & Light Co., C. T. HUGHES, The Connecticut Light 
, Dallas, Texas & Power Co., Hartford, Conn. 
ean ee W. L. CHaDwIcK, South- | w. pitarp, NEES-New England LOoFTIN JOHNSON, Florida Power & 
| ern California Edison Co., Los y : ae 
| Angeles, Calif. Power Service Co., Boston, Mass. Light Co., Miami, Fla. 
rht Co., ; E. F. DISSMEYER, Ohio Edison Co., C. M. LYTLE, Kansas City Power & 
Secretary, H. E. KENT, Edison Elec- Akron, Ohio Light Co., Kansas City, Mo. 
hting &| tric Institute, New York, N. Y. S. N. FIALA, American Electric A. L. PENNIMAN, JR., Baltimore Gas 
; Power Service Corp., New York, and Electric Co., Baltimore, Md. 
ver Co.| ©. J. BELLER, The Cleveland Electric i. on & R. E. P1ERCE, Ebasco Services Inc., 
Illuminating Co., Cleveland, Ohio C. W. FRANKLIN, Consolidated Edi- New York, N. Y. 
ric Co‘? MILES Cary, Virginia Electric and son Co. of New York, Inc., New M.H. Pratt, Niagara Mohawk Power 
Power Co., Richmond, Va. York, N. Y. Corp., Syracuse, N. Y. 
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E. V. SAYLES, Commonwealth Serv- 
ices Inc., Jackson, Mich. 

E. H. SNYDER, Public Service Electric 
and Gas Co., Newark, N. J. 

EARLE WILD, Commonwealth Edison 
Co., Chicago, Ill. 

G. V. WILLIAMSON, Union Electric 
Co., St. Louis, Mo. 


ELECTRICAL SYSTEM AND 
EQUIPMENT COMMITTEE 


Chairman, D. W. TAyYLor, Public 
Service Electric and Gas Co., New- 
ark, N. J. 


Vice Chairman, R. G. MEYERAND, 
Union Electric Co., St. Louis, Mo. 


Secretary, A. T. HIGGINS, Edison 
Electric Institute, New York, N. Y. 


C. T. ABBOTT, NEGEA Service Corp., 
Cambridge, Mass. 

C. E. AssBury, Commonwealth Serv- 
ices Inc., Jackson, Mich. 

J. W. ASMANN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

HARRIS BARBER, NEES-New England 
Power Service Co., Boston, Mass. 

F. T. BEAR, Delaware Power & Light 
Co., Wilmington, Del. 

F. J. BERGER, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. F. BRACKEN, Commonwealth Edi- 
son Co., Chicago, IIl. 

J. S. BRown, Duquesne Light Co., 
Pittsburgh, Pa. 

R. D. BROWN, Monongahela Power 
Co., Fairmont, W. Va. 

F. W. Buck, The United Illuminating 
Co., New Haven, Conn. 

D. L. Byers, Illinois Power Co., De- 
catur, Ill. 

FRED CAMPBELL, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

O. E. CHARLTON, Southern Services 
Inc., Birmingham, Ala. 

P. S. CoLBy, Carolina Power & Light 
Co., Raleigh, N. C. 

R. P. CRIPPEN, Ebasco International 
Corp., New York, N. Y. 

H. E. DEARDORFF, The Dayton Power 
and Light Co., Dayton, Ohio 

L. K. DEL’HOMME, Houston Lighting 
& Power Co., Houston, Texas 

C. L. DERRICK, The Hartford Electric 
Light Co., Hartford, Conn. 

E. F. DETuRK, Long Island Lighting 
Co., Hicksville, N. Y. 

G. P. FALLON, Baltimore Gas and 
Electric Co., Baltimore, Md. 

F. J. FICADENTI, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 
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W. B. Fisk, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

A. P. FUGILL, The Detroit Edison Co., 
Detroit, Mich. 

K. S. GARRETT, Philadelphia Electric 
Co., Philadelphia, Pa. 

H. J. GENTHNER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
L. J. GILL, Pennsylvania Power & 

Light Co., Hazleton, Pa. 

W. J. GooGE, Southwestern Electric 
Power Co., Shreveport, La. 

V. J. HAYES, The Connecticut Light & 
Power Co., Hartford, Conn. 

A. HOEFLE, The Toledo Edison Co., 
Toledo, Ohio 

R. G. HOOKE, Public Service Electric 
and Gas Co., Newark, N. J. 

S. C. HOOVER, Ohio Edison Co., Akron, 
Ohio 

D. F. HUGHES, Potomac Electric 
Power Co., Washington, D. C. 

B. B. HULSEY, Texas Electric Service 
Co., Fort Worth, Texas 

L. D. JOHNSON, III, Virginia Electric 
and Power Co., Richmond, Va. 

J. C. JONES, Pacific Power & Light 
Co., Portland, Ore. 

E. J. KARSTEN, Kansas Gas and Elec- 
tric Co., Wichita, Kans. 

F. P. Kaspar, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

A. O. KEMPPAINEN, Northern States 
Power Co., Minneapolis, Minn. 

J. H. KINGHORN, American Electric 
Power Service Corp., New York, 
N.Y. 

A. A. KRONEBERG, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

W. H. LAMBERT, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

R. A. LAMLEY, Consumers Power Co., 
Jackson, Mich. 

H. A. MCLAUGHLIN, Central Hudson 
Gas & Electric Corp., Poughkeepsie, 
ae 

T. O. MILLARD, Pioneer Service & En- 
gineering Co., Chicago, II. 

R. B. MILLER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

M. G. MOsEs, Western Massachusetts 
Electric Co., Springfield, Mass. 

T. J. NAGEL, American Electric Power 
Service Corp., New York, N. Y. 

R. E. NEIDIG, Metropolitan Edison Co., 
Reading, Pa. 

A. J. NICHOLSON, Kansas City Power 
& Light Co., Kansas City, Mo. 

R. R. PEATFIELD, Stone & Webster 
Engineering Corp., Boston, Mass. 
R. M. PENNYPACKER, Philadelphia 
Electric Co., Philadelphia, Pa. 
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A. F. PHILLIPS, Duquesne Light Co, 
Pittsburgh, Pa. . 

A. H. PHILLIPS, Gilbert Associates, 
Inc., Reading, Pa. 

F. M. Porter, American Electric 
Power Service Corp., New York, 
i iy ¥ 

D. G. RAYMER, Central Illinois Public 
Service Co., Springfield, Ill. 

K. N. REARDON, West Penn Power Co, 
Greensburg, Pa. 

T. D. REIMERS, Consolidated Edison 
Co. of New York, Inc., New York. 
MN. ¥, 

G. L. RHODES, New Orleans Public ¢ 
Service Inc., New Orleans, La. 

L. M. ROBERTSON, Public Service Co, 
of Colorado, Denver, Colo. 

J. B. Ropuck, Texas Power & Light 
Co., Dallas, Texas 

H. F. ROEMPKE, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

E. A. ROTHFUS, Ohio Edison (Co, 
Akron, Ohio 

S. O. SCHAMBERGER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

F. J. SCHNEIDER, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

T. W. SCHROEDER, Illinois Power Co., 
Decatur, IIl. 

L. R. Scott, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

R. W. SHERWOOD, Gulf States Utili- 
ties Co., Beaumont, Texas 

W. E. SLEMMER, Ebasco Services Ince., 
New York, N. Y. 

K. M. SMITH, Commonwealth Edison 
Co., Chicago, IIl. 

S. B. SMITH, Ebasco Services Inc, 
New York, N. Y. 

J. SPENGLER, Illinois Power Co., De- 
catur, II. 

K. O. STEN, Boston Edison Co., Bos- 
ton, Mass. 

H. E. STITES, Central Illinois Public 
Service Co., Springfield, Ill. 

N. C. StTorcK, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. R. SToveR, New York State Electric | 
& Gas Corp., Binghamton, N. Y. 
R. F. STUART, Pacific Gas and Elec- 

tric Co., San Francisco, Calif. 

J. J. TESAR, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
H. W. TIETZE, Public Service Electric 

and Gas Co., Newark, N. J. 

W. A. UPHAM, The United Illuminat- 
ing Co., New Haven, Conn. 

J. H. VIVIAN, Southern California 
Edison Co., Los Angeles, Calif. 

L. J. WACHTER, Northern States] 
Power Co., Minneapolis, Minn. 
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R. R. WAGSTAFF, United Engineers & 
Constructors Inc., Philadelphia, Pa. 

M. R. WALLIN, Union Electric Co., St. 
Louis, Mo. 

R. W. WeERTS, Metropolitan Edison 
Co., Reading, Pa. 

H. J. WEST, Pennsylvania Power & 
Light Co., Allentown, Pa. 

M. C. WESTRATE, Commonwealth Serv- 
ices, Inc., Jackson, Mich. 

K. L. WHEELER, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

S. R. WooDZELL, Potomac Electric 
Power Co., Washington, D. C. 

J. Q. Wray, JR., Duke Power Co., 
Charlotte, N. C. 


HYDRAULIC POWER 
COMMITTEE 


Chairman, E. S. HARRISON, Georgia 
Power Co., Atlanta, Ga. 


Vice Chairman, K. O. STRENGE, The 
Washington Water Power Co., Spo- 
kane, Wash. 


Secretary, G. E. WATKINS, Edison 
Electric Institute, New York, N. Y. 


R. M. BALL, The Montana Power Co.. 
Butte, Mont. 

W. R. Barrows, Pioneer Service & 
Engineering Co., Chicago, IIl. 

E. L. BAYLES, Pacific Power & Light 
Co., Portland, Ore. 

L. B. CARD, Public Service Co. of 
Colorado, Denver, Colo. 

T. J. CORWIN, Pacific Gas and Electric 
Co., San Francisco, Calif. 
G. F. CrRowrE, NEES-New England 
Power Service Co., Boston, Mass. 
H. R. DANIELS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

A. V. DIENHART, Northern States 
Power Co., Minneapolis, Minn. 

R. E. FULREADER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

R. E. GALE, Idaho Power Co., Boise, 
Idaho 

O. L. Hooper, Stone & Webster Engi- 
neering Corp., Boston, Mass. 

J. L. HYLAND, Western Massachusetts 
Electric Co., Springfield, Mass. 

J. H. Kime, Southern California Edi- 
son Co., Los Angeles, Calif. 

R. A. LANE, Philadelphia Electric Co., 
Philadelphia, Pa. 

A. T. LARNED, Ebasco Services Inc., 
New York, N. Y. 

P. M. LEFEvER, The Susquehanna 
Electric Co., Conowingo, Md. 


R. P. MoRTELL, Puget Sound Power & 
Light Co., Bellevue, Wash. 
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C. R. PARRISH, West Penn Power Co., 
Greensburg, Pa. 

J. R. SLACK, Virginia Electric and 
Power Co., Richmond, Va. 

E. B. STROWGER, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

R. VAN VLIET, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. J. VENCILL, Union Electric Co., 
St. Louis, Mo. 

N. F. WILLIAMS, Southern Services 
Inc., Birmingham, Ala. 

P. H. YELTON, California Electric 
Power Co., San Bernardino, Calif. 


METER AND SERVICE 


COMMITTEE 
Chairman, FLOYD A. SALMON, Central 
Power and Light Co., Corpus 


Christi, Texas 


Vice Chairman, C. P. STAHL, Wiscon- 
sin Power and Light Co., Madison, 
Wis. 


Secretary, A. T. HIGGINS, Edison Elec- 
tric Institute, New York, N. Y. 


V. P. ARMOUR, Dallas Power & Light 
Co., Dallas, Texas 

J. W. ATKINS, Gulf States Utilities 
Co., Beaumont, Texas 

G. F. AUSTIN, Public Service Co. of 
New Hampshire, Manchester, N. H. 

R. W. BANKS, Consolidated Edison 
Co. of New York, Inc., New York, 
Le 

J. L. BARTHOLOMEW, Pacific Gas and 
Electric Co., San Francisco, Calif. 

L. J. BECKWITH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

F. A. BELL, Mississippi Power & 
Light Co., Jackson, Miss. 

L. S. BERRY, Central Illinois Electric 
and Gas Co., Rockford, III. 

E. F. Buarir, The United Illuminating 
Co., New Haven, Conn. 

J. E. BURNEY, Alabama Power Co., 
Birmingham, Ala. 

H. E. DANES, Jersey Central Power & 
Light Co., Asbury Park, N. J. 

S. J. DELucA, Delaware Power & 
Light Co., Wilmington, Del. 

P. A. ESCHHOLZ, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

W. H. FARRINGTON, Texas Electric 
Service Co., Fort Worth, Texas 

J. P. FAUNCE, Atlantic City Electric 
Co., Atlantic City, N. J. 

K. §. FIELD, Ebasco Services Inc., 
New York, N. Y. 

G. W. GERELL, Union Electric Co., St. 
Louis, Mo. 

M. M. Graby, Indianapolis Power & 
Light Co., Indianapolis, Ind. 
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F. L. J. HAMMERLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

W. C. HARRISON, Virginia Electric and 
Power Co., Richmond, Va. 

E. B. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 

C. L. HOCKMAN, Pennsylvania Elec- 
tric Co., Oil City, Pa. 

E. P. HopGeEs, Public Service Co. of 
Colorado, Denver, Colo. 

A. D. IRION, Southern California Edi- 
son Co., Alhambra, Calif. 

L. W. JONES, Kansas City Power & 
Light Co., Kansas City, Mo. 

F. G. JOSBERGER, Long Island Light- 
ing Co., Hicksville, N. Y. 

E. L. KELLER, Duquesne Light Co., 
Pittsburgh, Pa. . 

A. L. KING, The Toledo Edison Co., 
Toledo, Ohio 

H. H. Kocu, Ohio Edison Co., Akron, 
Ohio 

C. E. LANCASTER, Georgia Power Co., 
Atlanta, Ga. 

W. D. LINDSAY, West Penn Power Co., 
Connellsville, Pa. 

J. S. LINEBACK, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

T. E. LoBEcK, Northern States Power 
Co., Minneapolis, Minn. 

J. N. MAYER, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

J. J. MCFADDEN, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

D. A. MCcCNULTy, The Connecticut 
Light & Power Co., Hartford, Conn. 

C. V. Morey, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. <A. Morris, American Electric 
Power Service Corp., New York, 
NW... ©: 

V. W. Nass, Commonwealth Edison 
Co., Maywood, IIl. 
G. A. PALMER, NEES-New England 
Power Service Co., Boston, Mass. 
W. G. PATTON, Houston Lighting & 
Power Co., Houston, Texas 

T. J. PEARSON, Boston Edison Co., 
Boston, Mass. 

W. J. PIPER, The Detroit Edison Co., 
Detroit, Mich. 

L. C. RAMON, JR., New Orleans Pubic 
Service Inc., New Orleans, La. 

A. W. RAUTH, Consumers Power Co., 
Jackson, Mich. 

G. B. M. ROBERTSON, Philadelphia 
Electric Co., Philadelphia, Pa. 

F. H. RoGers, Baltimore Gas and 
Electric Co., Baltimore, Md. 

L. O. STEGER, Potomac Electric Power 
Co., Washington, D. C. 

F. W. SULLIVAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
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R. B. SWALLOW, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

H. J. TALKEN, Central Illinois Public 
Service Co., Springfield, II. 

R. L. TILFORD, JR., San Diego Gas & 
Electric Co., San Diego, Calif. 

S. B. VAUGHN, Florida Power Corp., 
St. Petersburg, Fla. 

L. B. WHEATON, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

E. L. Woop, Central Maine Power Co., 
Augusta, Maine 

G. J. YANDA, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 


PRIME MOVERS COMMITTEE 


Chairman, V. L. STONE, Common- 
wealth Edison Co., Chicago, IIl. 


Vice Chairman, T. O. THOMPSON, 
Wisconsin Electric Power Co., Mil- 
waukee, Wis. 


Secretary, G. E. WATKINS, Edison 
Electric Institute, New York, N. Y. 


L. M. ABRAHAMSON, Wisconsin Power 
and Light Co., Madison, Wis. 

M. C. ABRAHM, New Orleans Public 
Service Inc., New Orleans, La. 

R. S. ALBRIGHT, Georgia Power Co., 
Atlanta, Ga. 
C. E. ANDERSON, NEES-New England 
Power Service Co., Boston, Mass. 
J. S. ANDERSON, Utah Power & Light 
Co., Salt Lake City, Utah 

R. F. ANDRES, The Dayton Power and 
Light Co., Dayton, Ohio 

R. A. BAKER, Public Service Electric 
and Gas Co., Newark, N. J. 

J. U. BALEY, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 
C. R. BARTHELEMY, Pioneer Service 
& Engineering Co., Chicago, III. 
W. C. BEATTIE, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

M. F. BEEBE, The United Illuminating 
Co., New Haven, Conn. 

C. D. BIRGET, Commonwealth Ser- 
vices, Inc., Jackson, Mich. 

W. D. BISSELL, Montaup Electric Co., 
Fall River, Mass. 

J. W. BLAKE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

W. W. BROWN, The Detroit Edison 
Co., Detroit, Mich. 

J. K. BRYAN, Union Electric Co., St. 
Louis, Mo. 

H. T. BRYANS, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. A. Byron, Texas Power & Light 
Co., Dallas, Texas 
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E. C. CAWRSE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
L. J. COOLEY, Rochester Gas and Elec- 

tric Corp., Rochester, N. Y. 

C. A. DAUBER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
M. D. DAWSON, Union Electric Co., 

St. Louis, Mo. 

G. L. DIBBLE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

J. M. DRISCOLL, Consolidated Edison 
Co. of New York, Inc., New York, 
mM: 3 

M. D. ENGLE, Pennsylvania Power & 
Light Co., Allentown, Pa. 

V. F. Estcourt, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

T. A. FEARNSIDE, Stone & Webster 
Engineering Corp., Boston, Mass. 

M. J. FELDMANN, Boston ,Edison Co., 
Boston, Mass. 

T. T. FRANKENBERG, American Elec- 
tric Power Service Corp., New 
York, .N. Y. 

C. W. GEUE, Texas Electric Service 
Co., Fort Worth, Texas 

J. E. GEUE, American Electric Power 
Service Corp., New York, N. Y. 

M. A. GILES, Pennsylvania Power Co., 
New Castle, Pa. 

W. G. GODFREY, Niagara 
Power Corp., Buffalo, N. Y. 

EUGENE GORDON, West Penn Power 
Co., Greensburg, Pa. 

P. H. GRAVELLE, The Toledo Edison 
Co., Toledo, Ohio 

W. GREACEN, 3RD., New York State 
Electric & Gas Corp., Binghamton, 
Ne 2. 

R. L. HALLMAN, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

P. H. HARTUNG, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
M. C. HEFFELMAN, Public Service Co. 

of New Mexico, Albuquerque, N. M. 

H. G. HIEBELER, Houston Lighting & 
Power Co., Houston, Texas 

R. M. HOMAN, Gilbert Associates, 
Inc., Reading, Pa. 

T. M. HoTcHkKiIss, Southern California 
Edison Co., Los Angeles, Calif. 

J. H. JAMISON, Central Illinois Elec- 
tric and Gas Co., Rockford, III. 

A. T. JORGENSEN, Long Island Light- 
ing Co., Hicksville, N. Y. 

E. A. KAMMER, American Electric 
Power Service Corp., New York, 
Noy 

A. E. KIRSCHNER, NEES-New Eng- 
land Power Co., Boston, Mass. 

H. A. KLEINMAN, Iowa-Illinois Gas 
and Electric Co., Davenport, Iowa 


Mohawk 
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A. KOLFLAT, Sargent & Lundy, Chi- 
cago, Ill. 

J. G. KOOPMAN, Electric Energy, Inc., 
Joppa, IIl. 

E. H. Kriec, Stone & Webster Engi- 
neering Corp., New York, N. Y. 

J. N. LANDIS, Bechtel Corp., San 
Francisco, Calif. 

W. G. LAUFFER, Ebasco Services Inc., 
New York, N. Y. 

J. A. LIND, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

C. R. MARSHALL, Northern States 
Power Co., Minneapolis, Minn. 

F. F. MAuTZ, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. H. MCCUMBER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. M. McGurRn, Virginia Electric and 
Power Co., Richmond, Va. 

J. A. MCLENNAN, Southern Services 
Inc., Birmingham, Ala. 

C. G. McVay, The Potomac Edison 
Co., Hagerstown, Md. 

J. W. MIKELS, Ohio Edison Co., Ak- 
ron, Ohio 

C. A. MILLER, Central Illinois Public 
Service Co., Springfield, IIl. 

J. G. MILLER, Metropolitan Edison 
Co., Reading, Pa. 

E. H. MITscH, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

STANLEY MOYER, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

G. A. MYERS, Kansas City Power & 
Light Co., Kansas City, Mo. 

A. J. ORMSTON, Florida Power Corp., 
St. Petersburg, Fla. 

C. F. PARCELS, Delaware Power & 
Light Co., Wilmington, Del. 

EK. M. PARRISH, Duquesne Light Co., 
Pittsburgh, Pa. 

H. R. PEARSON, Iowa Power and Light 
Co., Des Moines, Iowa 

H. J. PETERSEN, United Engineers & 
Constructors Inc., Philadelphia, Pa. 

J. W. PURSSELL, Boston Edison Co., 
Boston, Mass. 

J. A. REICH, Gulf States Utilities Co., 
Beaumont, Texas 

E. B. RIPLEY, The Connecticut Light 
& Power Co., Hartford, Conn. 

W. J. ROBINSON, Potomac Electric 
Power Co., Washington, D. C. 

R. M. SeEaGo, New Orleans Public 
Service Inc., New Orleans, La. 

F. R. SHEDD, Ohio Valley Electric 
Corp., Chillicothe, Ohio 

J. C. SONNTAG, The Hartford Electric 
Light Co., Hartford, Conn. 

A. C. STANOJEV, Duquesne Light Co., 
Pittsburgh, Pa. 
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T. C. STAVERT, Southern California 
Edison Co., Los Angeles, Calif. 

M. C. STIFF, Consumers Power Co., 
Jackson, Mich. 

E. D. ST. JOHN, Kansas Gas and Elec- 
tric Co., Wichita, Kans. 

F. H. STREIT, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 
R. S. TALTON, Carolina Power & 

Light Co., Raleigh, N. C. 

J. B. Taytor, Atlantic City Electric 
Co., Atlantic City, N. J. 

A. C. THIES, Duke Power Co., Char- 
lotte, N. C. r( 

C. B. VANCE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. M. VAN DuZEr, The Detroit Edison 
Co., Detroit, Mich. 

E. S. VAN NOSTRAND, The West Penn 
Electric Co., New York, N. Y. 

H. L. WALKER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
i? A 

W. H. WEISE, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

WILLIAM WELCH, JR., Long Island 
Lighting Co., Hicksville, N. Y. 

J. D. WILLIAMSON, The Dayton Power 
and Light Co., Dayton, Ohio 

G. P. WILSON, Illinois Power Co., 
Decatur, Il. 

A. A. WoopwarD, Public Service Co. 
of Colorado, Denver, Colo. 


TRANSMISSION AND 
DISTRIBUTION COMMITTEE 


Chairman, W. M. PENNEY, Union 
Electric Co., St. Louis, Mo. 


Vice Chairman, H. E. Copy, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio 


Secretary, C. K. POARCH, Edison Elec- 
tric Institute, New York, N. Y. 


E. T. AUGUSTINE, Western Massachu- 
setts Electric Co., Springfield, Mass. 

C. E. BATHE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

C. E. BAUGH, Pacific Gas and Electric 
Co., San Francisco, Calif. 

V. O. BERNTHAL, Commonwealth Edi- 
son Co., Chicago, IIl. 

C. R. BOND, Ohio Edison Co., Akron, 
Ohio 

P. B. Boyp, Georgia Power Co., At- 
lanta, Ga. 

R. P. BROTZMAN, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

H. A. Brown, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
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DAVID BuRNS, The Detroit Edison Co., 
Detroit, Mich. 

D. A. CAMPBELL, JR., Pennsylvania 
Power & Light Co., Hazleton, Pa. 
A. D. CASKEY, Commonwealth Edison 

Co., Chicago, IIl. 

E. N. CLARK, Pioneer Service & Engi- 
neering Co., Chicago, IIl. 

G. R. COFFMAN, Texas Power & Light 
Co., Dallas, Texas 

J. B. COLTHARP, Gulf States Utilities 
Co., Beaumont, Texas 

TERRILL COONS, Potomac Electric 
Power Co., Washington, D. C. 

E. T. CouPAL, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

A. B. CRAIG, Boston Edison Co., Bos- 
ton, Mass. 

W. M. CrReEITz, Metropolitan Edison 
Co., Reading, Pa. 

R. C. DAFFRON, Virginia Electric and 
Power Co., Richmond, Va. 

H. W. DANNETTELL, JR., Potomac 
Electric Power Co., Washington, 
Dp. €: 

H. L. Davis, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

H. N. DILLER, Central Illinois Public 
Service Co., Springfield, Ill. 

W. R. Doar, Carolina Power & Light 
Co., Raleigh, N. C. 

T. C. DUNCAN, Consolidated Edison 
Co. of New York, Inc., New York, 
N,. ¥.. 

G. L. ENGLAND, Illinois Power Co., 
Decatur, II!. 

W. E. ENNs, Portland General Elec- 
tric Co., Portland, Ore. 

G. A. EWALD, Public Service Electric 
and Gas Co., Newark, N. J. 

W. H. FERRIS, Wisconsin Power and 
Light Co., Madison, Wis. 

C. E. FLAHIE, The Toledo Edison Co., 
Toledo, Ohio 

M. W. GHEN, Duquesne Light Co., 
Pittsburgh Pa. 

H. W. GRATE, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

A. T. GREEN, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

R. M. GROGAN, Long Island Lighting 
Co., Hicksville, N. Y. 

G. R. GUTHRIE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

H. G. HALLY, Iowa Power and Light 
Co., Des Moines, Iowa 

F. G. HAMNER, Southern Services, 
Inc., Birmingham, Ala. 

H. A. HEIM, Kansas City Power & 
Light Co., Kansas City, Mo. 

E. W. HEMPEL, Utah Power & Light 
Co., Salt Lake City, Utah 


Page 19 


J. F. HENNESSY, Baltimore Gas and 
Electric Co., Baltimore, Md. 

R. Hicock, The Connecticut Light & 
Power Co., Hartford, Conn. 

H. F. HOEBEL, American Electric 
Power Service Corp., New York, 
N.. %. 

H. T. HoFer, Public Service Co. of 
Colorado, Denver, Colo. 

CHASE HUTCHINSON, Ebasco Services 
Inc., New York, N. Y. 

T. L. JARcHOW, Northern States 
Power Co., Minneapolis, Minn. 

W. H. JOHNSON, American Electric 
Power Service Corp., New York, 
W.. %. 

W. R. JOHNSON, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. M. JONEs, Idaho Power Co., Boise, 
Idaho 

R. C. JupD, Iowa- Illinois Gas and 
Electric Co., Davenport, Iowa 

W. A. KLING, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

F. H. LINSLEY, The Hartford Electric 
Light Co., Hartford, Conn. 

H. L. Livincoop, New York State 
Electric & Gas Corp., Binghamton, 
N. Y. 

A. J. Lois, West Penn Power Co., 
Greensburg, Pa. 

R. D. LORENZ, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 

JORDAN LUMMIS, Southern California 
Edison Co., Los Angeles, Calif. 

C. R. MACHEN, Pacific Gas and Elec- 
trie Co., San Francisco, Calif. 

H. MacVauGu, Philadelphia Electric 
Co., Philadelphia, Pa. 

H. E. MARGRAVE, Kansas Gas and 
Electric Co., Wichita, Kans. 

F. C. MARSCHNER, The Detroit Edi- 
son Co., Detroit, Mich. 

W. J. McLAIN, The Dayton Power and 
Light Co., Dayton, Ohio 

H. R. McNvtTT, JR., West Penn Power 
Co., Greensburg, Pa. 

M. W. MCRAVEN, Houstcn Lighting 
& Power Co., Houston, Texas 

M. MONLEZUN, New Orleans Public 
Service, Inc., New Orleans, La. 

L. M. Moore, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

F. A. O’BRIEN, Stone & Webster En- 
gineering Corp., Boston, Mass. 

W. S. OxLEYy, The Patchogue Electric 
Light Co., Patchogue, N. Y. 

P. V. PLUMMER, The United Illumi- 
nating Co., New Haven, Conn. 

M. H. POWELL, Public Service Co. of 
Colorado, Denver, Colo. 

S. ROSENBACH, Duquesne Light Co., 
Pittsburgh, Pa. 
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October, 1953 


W. L. Rusu, Louisiana Power & W.C. WIDDOWFIELD, Niagara Mohawk G. E. FINK, Consolidated Edison Co, 


Light Co., New Orleans, La. 

H. J. SCHALCK, Gilbert Associates, 
Inc., Reading, Pa. 

C. H. SCHOFER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

S. M. SHARP, Southwestern Electric 
Power Co., Shreveport, La. 

J. A. SIEGFRIED, Pennsylvania Power 
& Light Co., Allentown, Pa. 

C. J. SMITH, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

T. E. Starrs, Public Service Electric 
and Gas Co., Newark, N. J. 

T. C. STONE, Atlantic City Electric 
Co., Atlantic City, N. J. 

E. R. StTREED, Delaware Power & 
Light Co., Wilmington, Del. 

E. S. SUMMERS, Monongahela Power 
Co., Fairmont, W. Va. 

D. E. THERRELL, New Orleans Public 
Service, Inc., New Orleans, La. 

A. S. TROWBRIDGE, NEES-New Eng- 
land Power Service Co., Boston, 
Mass. 

D. F. TULLOcH, Boston Edison Co., 
Boston, Mass. 

A. C. VEROCK, Commonwealth Serv- 
ices, Inc., Jackson, Mich. 

C. E. WAITs, Consumers Power Co., 
Jackson, Mich. 

R. L. WARE, Virginia Electric and 
Power Co., Richmond, Va. 

R. W. WATSON, Middle West Service 
Co., Chicago, Ill. 

A. B. WEAVER, Central Power and 
Light Co., Corpus Christi, Texas 


Power Corp., Albany, N. Y. 
W. S. WILDER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 
H. K. WILLIAMS, The Hartford Elec- 
tric Light Co., Hartford, Conn. 
H. L. WILLIAMS, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

L. P. Works, Wisconsin Public Serv- 
ice Corp., Green Bay, Wis. 


TRANSPORTATION COMMITTEE 


Chairman, W. B. STREITLE, Rochester 
Gas and Electric Corp., Rochester, 
Ww. ¥. 

Vice Chairman, K. G. 
Duquesne Light Co., 
Pa. 

H. L. ALLEN, Florida Power & Light 
Co., Miami, Fla. 

M. C. ALVES, Union Electric Co., St. 
Louis, Mo. 

C. T. CLARK, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

R. M. CREGAR, Public Service Electric 
and Gas Co., Newark, N. J. 

C. C. CROCKETT, Louisiana Power & 
Light Co., New Orleans, La. 

J. A. DODGE, Potomac Electric Power 
Co., Washington, D. C. 

T. L. DuFFy, Monongahela Power Co., 
Fairmont, W. Va. 

LINN EDSALL, Philadelphia Electric 
Co., Philadelphia, Pa. 

EK. E. ELDRIDGE, Boston Edison Co., 
Boston, Mass. 


SCANTLING, 
Pittsburgh, 


of New York, Inc., New York, N. Y, 

T. L. GOLDSMITH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

C. R. JACOBSEN, Commonwealth Ser- 
vices Inc., Jackson, Mich. 

F. J. MICHEL, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y, 

R. M. MIDDLETON, San Diego Gas & 
Electric Co., San Diego, Calif. 

W. B. Park, Iowa-Illinois Gas and 
Electric Co., Rock Island, III. 

F. E. RAGLIN, Public Service Co. of 
Colorado, Denver, Colo. 

LEO SALAKIN, The Detroit Edison 
Co., Detroit, Mich. 

H. M. Serviss, Long Island Lighting 
Co., Hicksville, N. Y. 


F. N. SINGER, American Electric 
Power Service Corp., New York, 
i ae 


J. T. WADE, Texas Power & Light Co., 
Dallas, Texas 

A. W. WAGNER, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

F. F. WASSER, South Carolina Elec- 
tric & Gas Co., Columbia, S. C. 

J. L. WELLS, Alabama Power Co., 
3irmingham, Ala. 

M. C. WHEYLAND, Northern States 
Power Co., Minneapolis, Minn. 
RANDOLPH WHITFIELD, Georgia Power 

Co., Atlanta, Ga. 
C. W. Woops, West Penn Power Co., 
Connellsville, Pa. 


General Division Committees 


GENERAL DIVISION 
EXECUTIVE COMMITTEE 


Chairman, P. A. FLEGER, Duquesne 
Light Co., Pittsburgh, Pa. 


E. W. DoEBLER, Long Island Lighting 
Co., Mineola, N. Y. 

S. R. KNApP, The Connecticut Light & 
Power Co., Hartford, Conn. 

C. E. KOHLHEPP, Jersey Central Pow- 
er & Light Co., Denville, N. J. 

D. C. LucE, Public Service Electric 
and Gas Co., Newark, N. J. 


ACCIDENT PREVENTION 
COMMITTEE 


Chairman, I. R. DouHR, Consumers 
Power Co., Jackson, Mich. 


Vice Chairman, A. J. NAQUIN, New 
Orleans Public Service Inc., New 
Orleans, La. 

WAYNE ANDERSON, Idaho Power Co., 
Boise, Idaho 

J. Y. ANDREWS, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

PETER BARRY, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

M. J. BENDEKOVIC, Public Service 
Co. of Colorado, Denver, Colo. 

A. L. BENTON, JR., Mississippi Power 
& Light Co., Jackson, Miss. 

E. C. BOOKMAN, Virginia Electric and 
Power Co., Richmond, Va. 

C. L. BORDEN, Kansas City Power & 
Light Co., Kansas City, Mo. 

W. C. BREMNER, Commonwealth Edi- 
son Co., Chicago, II. 


J. T. CALLAHAN, Delaware Power & 
Light Co., Wilmington, Del. 

R. M. CLARK, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. H. COLEMAN, Baltimore Gas. and 
Electric Co., Baltimore, Md. 

M. L. CONNER, The Toledo Edison Co., 
Toledo, Ohio 

C. E. Cook, Southwestern 
Power Co., Shreveport, La. 

C. A. CouTTs, Northern States Power 
Co., Minneapolis, Minn. 

J. C. CUNNINGHAM, Indianapolis Pow- 
er & Light Co., Indianapolis, Ind. 
JACK DAVIS, Tampa Electric Co., Tam- 

pa, Fla. 
J. G. DICKINSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 
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ERROLL DUNBAR, Potomac Electric 
Power Co., Washington, D. C. 

D. C. DUNCAN, Appalachian Power 
Co., Roanoke, Va. 

J. C. Eac, Duquesne Light Co., Pitts- 
burgh, Pa. 

MARK FLAD, The Dayton Power and 
Light Co., Dayton, Ohio 

R. J. Fox, Philadelphia Electric Co., 
Philadelphia, Pa. 

F. W. FRECKER, Ohio Power Co., Can- 
ton, Ohio 

J. W. GRONBECK, New England Elec- 
tric System, Boston, Mass. 

C. C. HAGGARD, The California Oregon 
Power Co., Medford, Ore. 

C. E. HAMMON, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

J. R. HANFORD, Public Service Electric 
and Gas Co., Newark, N. J. 

H. E. HATFIELD, Georgia Power Co., 
Atlanta, Ga. 

F. J. HUGHES, Pacific Power & Light 
Co., Portland, Ore. 

T. D. HUGHSTON, Texas Power & Light 
Co., Dallas, Texas 

E. L. IDE, The United Illuminating 
Co., Bridgeport, Conn. 

F. W. JONES, Gulf States Utilities Co., 
Beaumont, Texas 

W. L. JONES, Union Electric Co., St. 
Louis, Mo. 

J. E. KESLER, Central Illinois Public 
Service Co., Springfield, Ill. 

R. L. LAGERQUIST, The Connecticut 
Light & Power Co., Hartford, Conn. 

W. LEONE, Consolidated Edison Co. of 
New York, Inc., New York, N. Y. 

J. O. LESLIE, Gilbert Associates, Inc., 
Reading, Pa. 

E. S. LicHt, New York State Electric 
& Gas Corp., Binghamton, N. Y. 
B. J. LORENZ, Northern Indiana Pub- 

lic Service Co., Hammond, Ind. 

R. E. MCCANN, Southern California 
Edison Co., Los Angeles, Calif. 

H. B. MCMAHAN, Florida Power Corp., 
St. Petersburg, Fla. 

J. E. McMaster, NEGEA Service 
Corp., Cambridge, Mass. 

H. J. METZGER, Orange and, Rockland 
Utilities, Inc., Nyack, N. Y. 

W. J. MILLICAN, Community Public 
Service Co., Fort Worth, Texas 

L. C. NANRY, The Detroit Edison Co., 
Detroit, Mich. 

F. D. NORBERG, Utah Power & Light 
Co., Salt Lake City, Utah 

T. O. PERRAULT, Minnesota Power & 
Light Co., Duluth, Minn. 


C. A. PONDER, Louisiana Power & 
Light Co., New Orleans, La. 
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E. S. ROBERTSON, Long Island Light- 
ing Co., Hicksville, N. Y. 

W. T. ROGERS, Ebasco Services Inc., 
New York, N. Y. 

E. C. RUE, Boston Edison Co., Boston, 
Mass. 

G. J. Ruorr, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. P. SCHERER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

C. F. SHEAKLEY, West Penn Power 
Co., Greensburg, Pa. 

C. K. SHELTON, Texas Electric Service 
Co., Fort Worth, Texas 

J. L. SHORES, Alabama Power Co. 
Birmingham, Ala. 

W. S. TAYMAN, Ohio Edison Co., 
Akron, Ohio 

J. R. THOMPSON, Kentucky Utilities 
Co., Lexington, Ky. 

J. S. WANTLAND, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

EK. H. WESSELLS, JR., Western Massa- 
chusetts Electric Co., Springfield, 
Mass. 

R. W. WHITE, Pacific Gas and Electric 
Co., San Francisco, Calif. 

G. E. WILLIAMS, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

S. H. YounG, The Hartford Electric 
Light Co., Hartford, Conn. 


AWARDS COMMITTEE 


Chairman, M. C. ALBRITTAIN, Balti- 
more Gas and Electric Co., Balti- 
more, Md. 


E. J. INGRAM, New Jersey Power & 
Light Co., Denville, N. J. 

R. G. MACDONALD, West Penn Power 
Co., Greensburg, Pa. 

A. M. WADE, The Connecticut Light & 
Power Co., Hartford, Conn. 

W. H. WAGNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 


COMMITTEE ON TECHNICAL 
EXCHANGE FOR 
OVERSEAS VISITORS 


Chairman, HARVEY E. BUMGARDNER, 
The Detroit Edison Co., Detroit, 
Mich. 


L. H. ANDERSON, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. E. DEARDORFF, The Dayton Power 
and Light Co., Dayton, Ohio 

W. M. LEONARD, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 
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ELECTRIC POWER SURVEY 
COMMITTEE 


Chairman, ARTHUR S. GRISWOLD, The 
Detroit Edison Co., Detroit, Mich. 


Vice Chairman, CLARENCE W. MAYOTT, 
The Hartford Electric Light Co., 
Hartford, Conn. 


Secretary, W. B. GESELL, Edison Elec- 
tric Institute, New York, N. Y. 


M. L. BLAIR, The Washington Water 
Power Co., Spokane, Wash. 

Il’. D. CAMPBELL, The Detroit Edison 
Co., Detroit, Mich. 

C. M. CusSTER, Southwest Power Pool, 
Little Rock, Ark. 

E. D. EARLY, Southern Services, Iné., 
Birmingham, Ala. 

C. C. FARRELL, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. P. JONES, Central Power and Light 
Co., Corpus Christi, Texas 

C. W. JONES, New England Power Co., 
Boston, Mass. 

H. A. Lott, Southern California Edi- 
son Co., Los Angeles, Calif. 

G. H. McCDANIEL, American Electric 
Power Service Corp., New York, 
MN. %. 

J. E. Moore, Ebasco Services Inc., 
New York, N. Y. 

H. C. OTTEN, Consolidated Edison 
Co. of New York, Inc., New York, 
N. x. 

R. T. PurDy, Commonwealth Edison 
Co., Chicago, IIl. 

R. I. SMITH, Public Service Electric 
and Gas Co., Newark, N. J. 

G. J. VENCILL, Union Electric Co., St. 
Louis, Mo. 


INSURANCE COMMITTEE 


Chairman, D. E. WILLIAMS, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio 


Vice Chairman, R. R. MACKAY, JR., 
Philadelphia Electric Co., Phila- 
delphia, Pa. 


Secretary, M. R. DELAURIER, The 
Detroit Edison Co., Detroit, Mich. 


J. V. ANDERSON, Northern States 
Power Co., Minneapolis, Minn. 

A. L. BENJAMIN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 
R. H. BRANDOW, Stone & Webster 
Service Corp., New York, N. Y. 

I. M. CARPENTER, Ebasco Services Inc., 

New York, N. Y. 
JAMES CAULFIELD, Public Service 
Electric and Gas Co., Newark, N. J. 
A. L. CLOUGH, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 
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R. D. CONSTABLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

H. S. DOWNING, Baltimore Gas and 
Electric Co., Baltimore, Md. 

C. R. GARTON, Atlantic City Electric 
Co., Atlantic City, N. J. 

Ray GILLAN, Middle West Service Co., 
Chicago, IIl. 

A. C. HAVLIN, Boston Edison Co., Bos- 
ton, Mass. 

F. J. Hotus, Duquesne Light Co., 
Pittsburgh, Pa. 

A. G. JILLETTE, NEES-New England 
Power Service Co., Boston, Mass. 
J. L. KENNEDY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

E. P. KNAPP, Potomac Electric Power 
Co., Washington, D. C. 

W. H. MANLY, Southern Services, Inc., 
Birmingham, Ala. 

J. W. MARRIN, Commonwealth Serv- 
ices, Inc., New York, N. Y. 

P. H. MEHRTENS, Western Massachu- 
setts Electric Co., Springfield, Mass. 

C. H. NELSON, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

C. A. PALMGREN, JR., New Orleans 
Public Service Inc., New Orleans, 
La. 

M. C. PETERSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

E. H. PINTscH, Gulf States Utilities 
Co., Beaumont, Texas 

B. W. RAINWATER, Georgia Power Co., 
Atlanta, Ga. 

W. O. RANDLETT, Virginia Electric 
and Power Co., Richmond, Va. 

A. W. REID, American Electric Power 
Service Corp., New York, N. Y. 

J. A. REID, Southwestern Electric 
Power Co., Shreveport, La. 

T. R. SAuM, Pacific Gas and Electric 
Co., San Francisco, Calif. 

L. E. SLADE, Iowa Power and Light 
Co., Des Moines, Iowa 

M. A. TAIT, Commonwealth Edison 
Co., Chicago, Il. 

F. M. TERRY, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. E. Watts, Long Island Lighting 
Co., Mineola, N. Y. 


LEGAL COMMITTEE 


Chairman, HERBERT L. BRANAN, Okla- 
homa Gas and Electric Co., Okla- 
homa City, Okla. 


Vice Chairman, Davip K. KADANE, 
Long Island Lighting Co., Mineola, 
eg 


D. G. ALLEN, NEES-New England 
Power Service Co., Boston, Mass. 
A. H. AYMOND, JR., Consumers Power 

Co., Jackson, Mich. 
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WALTER E. BECKJORD, The Cincinnati 
Gas & Electric Co., Cincinnati, Ohio 

H. BISSELL CAREY, JR., The Hartford 
Electric Light Co., Hartford, Conn. 

T. J. CARLSON, Central Hudson Gas & 
Electric Corp., New York, N. Y. 

DONALD J. CARMAN, California Elec- 
tric Power Co., San Bernardino, 
Calif. 

Sam B. CHASE, The Montana Power 
Co., Butte, Mont. 

HERBERT B. COHN, American Electric 
Power Service Corp., New York, 
N. Y. 

IRVIN FANE, Kansas City Power & 
Light Co., Kansas City, Mo. 

AUSTIN GAVIN, Pennsylvania Power 
& Light Co., Allentown, Pa. 

GEORGE D. GIBSON, Virginia Electric 
and Power Co., Richmond, Va. 

R. K. HANGER, Texas Electric Service 
Co., Fort Worth, Texas 

LESLIE HENRY, The Toledo Edison Co., 
Toledo, Ohio 

LEE C. HOWLEY, The Cleveland Elec- 


tric Illuminating Co., Cleveland, 
Ohio 
RALPH W. HUSTED, Indianapolis 


Power & Light Co., Indianapolis, 
Ind. 

F. GERALD IRVINE, Utah Power & 
Light Co., Salt Lake City, Utah 
JOHN M. KEEGAN, Consolidated Edi- 
son Co. of New York, Inc., New 

York, NW. ¥. 
FLoyp W. LEwIis, New Orleans Public 
Service Inc., New Orleans, La. 
JOHN LLOYD, JR., Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

D. BRUCE MANSFIELD, Ohio Edison 
Co., Akron, Ohio 

CHARLES L. McCoRMICK, West Penn 
Power Co., Greensburg, Pa. 

CORNELIUS MEANS, Potomac Electric 
Power Co., Washington, D. C. 

T. CARL NIXON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
CLARENCE D. PHILLIPS, Portland 
General Electric Co., Portland, Ore. 
ALFRED P. RAMSEY, Baltimore Gas 
and Electric Co., Baltimore, Md. 
BRUCE RENWICK, Southern California 
Edison Co., Los Angeles, Calif. 
EDWIN M. RHEA, Philadelphia Elec- 

tric Co., Philadelphia, Pa. 
GEORGE L. RODGERS, Pacific Power and 
Light Co., Portland, Ore. 
CHARLES F. ROUSE, Carolina Power 
& Light Co., Raleigh, N. C. 
WILLIAM H. SCHRODER, 
Power Co., Atlanta, Ga. 
F. T. SEARLS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 


‘ Georgia 
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HARRY G. SLATER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

HENRY J. SORENSON, Public Service 
Electric and Gas Co., Newark, N. J. 

E. A. STANSFIELD, Public Service Co. 
of Colorado, Denver, Colo. 

ALVIN W. VOGTLE, JR., Alabama 
Power Co., Birmingham, Ala. 

VAN B. WAKE, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

ARTHUR M. WILLIAMS, JR., South 
Carolina Electric & Gas Co., Colum- 
bia, S. C. 


PURCHASING AND STORES 
COMMITTEE 


Chairman, GEORGE H. COLE, Alabama 
Power Co., Birmingham, Ala. 


Vice Chairman (Purchasing), R. B. 
GEAR, Commonwealth Edison Co., 
Chicago, IIl. 


Vice Chairman (Stores), H. T. SIMp- 
SON, Boston Edison Co., Boston, 
Mass. 


Secretary, E. J. MARTIN, New Orleans 
Public Service Inc., New Orleans, 
La. 


W. L. ADAMS, El Paso Electric Co., 
El] Paso, Texas 

R. W. ALLEN, The Patchogue Electric 
Light Co., Patchogue, N. Y. 

C. P. ALTLAND, Southern California 
Edison Co., Los Angeles, Calif. 

O. H. AYDELOTTE, Public Service Co. 
of Colorado, Denver, Colo. 

B. H. BARNES, The Connecticut Light 
& Power Co., Hartford, Conn. 

H. M. BARRETT, Delaware Power & 
Light Co., Wilmington, Del. 

F. E. BAXTER, Pacific Gas and Electric 
Co., San Francisco, Calif. 

CARR BLACK, Mississippi 
Light Co., Jackson, Miss. 

J. L. BLANK, Central Illinois Public 
Service Co., Springfield, II. 

J. P. BLUMER, Gulf Power Co., Pensa- 
cola, Fla. 

J. L. BOTTERS, Georgia Power Co., 
Atlanta, Ga. 

F. A. BRICKLEY, NEES-The Narra- 


Power & 


gansett Electric Co., Providence, 
mx. & 
H. C. BROWN, Niagara Mohawk 


Power Corp., Syracuse, N. Y. 

W. H. BRUEGGEMANN, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 
G. A. BRUSHETT, The United Illumi- 
nating Co.,, New Haven, Conn. 
WILLIAM CANNICOTT, Indianapolis 
Power & Light Co., Indianapolis, 

Ind. 
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C. F. CHANNING, Southwestern Elec- 
tric Power Co., Shreveport, La. 

T. M. CLOSE, Savannah Electric and 
Power Co., Savannah, Ga. 

A. B. COEN, Arkansas Power & Light 
Co., Pine Bluff, Ark. 

R. F. CONNOLLY, Tampa Electric Co., 
Tampa, Fla. 

B. S. CorBy, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

W. Y. CoTTOM, West Penn Power Co., 
Greensburg, Pa. 

E. H. CREWS, Metropolitan Edison 
Co., Reading, Pa. 

J. J. CUNIFFE, Pioneer Service & En- 
gineering Co., Chicago, Ill. 
R. J. DANIELS, NEES-New England 
Power Service Co., Boston, Mass. 
W. J. DOUGHERTY, Iowa Public Ser- 
vice Co., Sioux City, Iowa 

T. S. DUNSTAN, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

M. A. EDWARDs, 
Charlotte, N. C. 

J. F. ESTILL, JR., Houston Lighting & 
Power Co., Houston, Texas 

W. N. FAIRLEE, Pacific Gas and Elec- 
tric Co., Emeryville, Calif. 

D. J. FITZGERALD, Baltimore Gas and 
Electric Co., Baltimore, Md. 

A. H. HAMILTON, Northern States 
Power Co., Minneapolis, Minn. 

0. HENENBERG, Texas Power & Light 
Co., Dallas, Texas 

J. C. HERBERT, Potomac Electric 
Power Co., Washington, D. C. 

A. C. HERRON, Florida Power Corp., 
St. Petersburg, Fla. 

G. A. Hints, Central Maine Power 
Co., Augusta, Maine 

F. G. Hopcr, Portland General Elec- 
tric Co., Portland, Ore. 

W. M. Hots, Baltimore Gas and 
Electric Co., Baltimore, Md. 

J. B. HoMSHER, Gilbert Associates, 
Inc., Reading, Pa. 
JOHN HOPKINSON, The Hartford Elec- 
tric Light Co., Wethersfield, Conn. 
DEAN Hopson, Texas Electric Service 
Co., Fort Worth, Texas 

F. M. JENNINGS, Kentucky Power Co., 
Ashland, Ky. 

0. P. Jones, Kansas Gas and Electric 
Co., Wichita, Kans. 

J. N. KEATING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. S. KING, Union Electric Co., St. 
Louis, Mo. 


rS. L. Kostow, Long Island Lighting 
Co., Hicksville, N. Y. 


Duke Power Co., 
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A. KRAAKEVIK, 
Decatur, Ill. 
H. G. LASSELLE, New England Elec- 

tric System, Boston, Mass. 

R. L. LEACH, Georgia Power Co., At- 
lanta, Ga. 

J. H. Loague, Cambridge Electric 
Light Co., Cambridge, Mass. 

M. O. MAPLES, New York State Elec- 
tric & Gas Corp., Binghamton, 
N.Y. 

A. L. MARSHALL, Wheeling Electric 
Co., Wheeling, W. Va. 

C. L. McCAMEY, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

W. N. MCCLELLAND, Consumers 
Power Co., Jackson, Mich. 

L. C. McIver, Puget Sound Power & 
Light Co., Bellevue, Wash. 

D. C. MCMuRTRIE, New Jersey Power 
& Light Co., Denville, N. J. 

R. H. MCNEAL, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

G. C. MEETZE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

R. M. MILLS, American’ Electric 
Power Service Corp., New York. 
N.Y: 

R. A. Morse, The Washington Water 
Power Co., Spokane, Wash. 

R. R. Murpock, Duquesne Light Co., 
Pittsburgh, Pa. 

C. V. Myers, Philadelphia Electric 
Co., Philadelphia, Pa. 

D. E. NESBIT, Duquesne Light Co., 
Pittsburgh, Pa. 

C. F. OGDEN, The Detroit Edison Co., 
Detroit, Mich. 

OSWALD OLSON, Indiana & Michigan 
Electric Co., Ft. Wayne, Ind. 

F. C. PAYNE, Kansas City Power & 
Light Co., Kansas City, Mo. 

F. POLONUS, Central Illinois Light 
Co., Peoria, III. 

M. E. PooRE, Virginia Electric and 
Power Co., Richmond, Va. 

F. M. REINHOLD, The Connecticut 
Light & Power Co., Hartford, Conn. 

JOHN RIEVES, Southwestern Electric 
Power Co., Shreveport, La. 

E. B.- ROBINSON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

F. R. SCHAFFER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

E. N. Scott, Long Island Lighting 
Co., Hicksville, N. Y. 

N. L. Scott, Idaho Power Co., Boise, 
Idaho 


Illinois Power Co., 
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G. A. SPENCER, The Detroit Edison 
Co., Detroit, Mich. 

F. D. SPOFFORD, The Potomac Edison 
Co., Hagerstown, Md. 

J. E. STEELE, The United Illuminat- 
ing Co., New Haven, Conn. 

A. C. STEWART, Kentucky 
Co., Lexington, Ky. 

N. C. STIREWALT, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

A. W. SULLIVAN, Boston Edison Co., 
Boston, Mass. 

F. H. SUMMA, Public Service Electric 
and Gas Co., Newark, N. J. 

N. C. THOMPSON, Alabama Power 
Co., Birmingham, Ala. 

F. W. THORNILL, Commonwealth Edi- 
son Co., Stickney, III. ‘ 

S. A. THORPE, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 

K. W. Torp, Utah Power and Light 
Co., Salt Lake City, Utah 

H. C. TOWLE, Orange and Rockland 
Utilities, Inc., Boston, Mass. 
C. VAN REMORTEL, Lake Superior 
District Power Co., Ashland, Wis. 
U. K. VAUGHT, Appalachian Electric 
Power Co., Roanoke, Va. 

R. D. WALKER, Ohio Power Co., Can- 
ton, Ohio 

S. P. WALLACE, Monongahela Power 
Co., Fairmont W. Va. 

B. T. WALSHE, Atlantic City Electric 
Co., Atlantic City, N. J. 

J. M. WARNER, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. J. WILSON, Consumers Power Co., 
Jackson, Mich. 

H. WILSON, Carolina Power & Light 
Co., Raleigh, N. C. 

H. M. Woops, The Toledo Edison Co., 
Toledo, Ohio 

G. H. WRIGHT, 
Decatur, IIl. 


A. B. ZuRICK, West Penn Power Co., 
Connellsville, Pa. 


Utilities 


Illinois Power Co., 


RATE RESEARCH COMMITTEE 


Chairman, K. W. HAsBRoucK, New 
York State Electric & Gas Corp., 
Ithaca, N. Y. 


Vice Chairman, R. E. CAywoop, West 
Penn Power Co., Greensburg, Pa. 


S. W. ANDREWS, American Electric 
Power Service Corp., New York, 
Bs. & 

C. L. ASHLEY, Southern California 
Edison Co., Los Angeles, Calif. 

T. W. AYTON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

W. C. BLAIR, Texas Power & Light 
Co., Dallas, Texas 
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R. S. BROMAGE, The Connecticut Light 
& Power Co., Hartford, Conn. 

D. H. CALLEN, Pioneer Service & En- 
gineering Co., Chicago, IIl. 

ALBERT CALVERT, NEES-New Eng- 
land Power Service Co., Boston, 
Mass. 

B. C. CARPENTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

B. P. DAHLSTROM, Public Service 
Electric and Gas Co., Newark, N. J. 

H. N. DANNER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

F. E. DRAKE, JR., Rochester Gas and 
Electric Corp., Rochester, N. Y. 

N. A. EASTER, Central Power and 
Light Co., Corpus Christi, Texas 
J. H. FERGUSON, Boston Edison Co., 

Boston, Mass. 

R. C. FosBERG, The Hartford Electric 
Light Co., Hartford, Conn. 

L. W. FRANK, Western Massachusetts 
Electric Co., Springfield, Mass. 

ELMER GATES, Middle West Service 
Co., Chicago, IIl. 

R. F. GAWRYLA, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

R. B. GRIERSON, The Detroit Edison 
Co., Detroit, Mich. 

E. P. HAFERS, South Carolina Elec- 
tric & Gas Co., Columbia, S. C. 

B. R. HARTMAN, Pennsylvania Power 
& Light Co., Allentown, Pa. 

R. J. HEIDELBERGER, Northern States 
Power Co., Minneapolis, Minn. 

Vv. E. HILL, Duquesne Light Co., 
Pittsburgh, Pa. 

P. F. Hoots, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

J. W. HUMMER, Iowa Power and 
Light Co., Des Moines, Iowa 

H. E. HYLTON, Ohio Edison Co., Ak- 
ron, Ohio 

S. W. JOHN, Commonwealth Services 
Inc., New York, N. Y. 

D. G. KELLS, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

F. A. KNECHT, Baltimore Gas and 
Electric Co., Baltimore, Md. 

D. F. Kurtz, Philadelphia Electric 
Co., Philadelphia, Pa. 

CHARLES LANE, Virginia Electric and 
Power Co., Richmond, Va. 

W..E. LIEPE, New Jersey Power & 
Light Co., Denville, N. J. 

W. C. McCarTHy, Kansas City Power 
& Light Co., Kansas City, Mo. 

H. I. MILLER, Wisconsin Public Ser- 
vice Corp., Oshkosh, Wis. 

H. E. MortTIMER, Gulf States Utilities 
Co., Beaumont, Texas 

L. V. NELSON, Union Electric Co., St. 
Louis, Mo. 
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J. M. NEss, Central Maine Power Co., 
Augusta, Maine 

H. H. NEXON, Commonwealth Edison 
Co., Chicago, IIl. 

V. A. Owoc, Gilbert Associates, Inc., 
New York, N. Y. 

R. B. PHILLIPS, Consumers Power Co., 
Jackson, Mich. 

R. S. QuIG, Ebasco Services Inc., New 
York, N. Y. 

C. S. REED, Duke Power Co., Char- 
lotte, N. C. 

J. F. ROBERTS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

K. H. RUDOLPH, The Cleveland Elec- 
tric llluminating Co., Cleveland, 
Ohio 

E. H. SCHMIDTMAN, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 

T. A. STANDISH, Houston Lighting & 
Power Co., Houston, Texas 

W. C. TALLMAN, Public Service Co. 
of New Hampshire, Manchester, 
N. H. 

W.. E. TRIMBLE, The Toledo Edison 
Co., Toledo, Ohio 

F. S. WALTERS, Potomac Electric 
Power Co., Washington, D. C. 

C. A. WILLIAMS, The United Illumi- 
nating Co., New Haven, Conn. 

E. T. WILLIAMSON, Iowa-Illinois Gas 
and Electric Co., Davenport, Iowa 
F. H. Woy, The Montana Power Co., 

Butte, Mont. 

J. A. ZOBEL, Southern Services, Inc., 

Birmingham, Ala. 


RESEARCH PROJECTS 
COMMITTEE 


Chairman, E. L. Houcu, Union Elec- 
tric Co., St. Louis, Mo. 


Secretary, G. E. WATKINS, Edison 
Electric Institute, New York, N. Y. 


G. W. BEAMS, Texas Power & Light 
Co., Dallas, Texas 

C. S. BOWDEN, Pennsylvania Power 
Co., New Castle, Pa. 

C. L. DERRICK, The Hartford Electric 
Light Co., Hartford, Conn. 

C. W. FRANKLIN, Consolidated Edison 
Co. of New York, Inc., New York, 
NX. 

E. O. GEORGE, The Detroit. Edison Co., 
Detroit, Mich. 

A. H. KIDDER, Philadelphia Electric 
Co., Philadelphia, Pa. 

W. G. MEESE, The Detroit Edison Co., 
Detroit, Mich. ' 


W. S. Prick, American Electric 
Power Service Corp., New York, 
N.Y. 
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L. M. ROBERTSON, Public Service Co, 
of Colorado, Denver, Colo. 

E. H. SNYDER, Public Service Electric 
and Gas Co., Newark, N. J. 

R. W. SPENCER, Southern California 
Edison Co., Los Angeles, Calif. 
W. H. ZIMMER, The Cincinnati Gas & 

Electric Co., Cincinnati, Ohio 


STATISTICAL COMMITTEE 


Chairman, ARTHUR E. BusH, The De. 
troit Edison Co., Detroit, Mich. 


Secretary, W. B. GESELL, Edison Elec- 
tric Institute, New York, N. Y. 


W. §S. BRUSH, Consolidated Edison 
Co. of New York, Inc., New York, 
i ie # 

D. T. CHANE, JR., NEES-Suburban 
Electric Co., Malden, Mass. 

C. A. CLARK, Western Massachusetts 
Electric Co., Greenfield, Mass. 

R. W. CoAN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

R. F. CRIM, West Penn Power (Co,, 
Greensburg, Pa. 

C. W. DELVEY, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. E. EASON, Commonwealth Services 
Inc., New York, N. Y. 

A. E. ELLIOTT, Louisiana Power & 
Light Co., New Orleans, La. 

G. G. EPPRIGHT, Philadelphia Electric 
Co., Philadelphia, Pa. 

ALFRED GRUHL, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

E. J. HOLCOMBE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
W. B. HoRSBURGH, Southern Services, 

Inc., Birmingham, Ala. 

W. C. HUEBNER, Ebasco Services Inc., 
New York, N. Y. 

G. F. JOHNSON, Northern States Pow- 
er Co., Minneapolis, Minn. 

F. S. KELLIHER, Boston Edison Co., 
Boston, Mass. 

R. E. KEMPTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. L. KENNEDY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
JOHN KUHLMANN, Atlantic City Elec- 

tric Co., Atlantic City, N. J. 

J. W. MAGANN, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. C. Murpbocu, Ohio Edison Co., Ak- 
ron, Ohio 

D. H. OLNEY, The Washington Water 
Power Co., Spokane, Wash. 

C. E. SANDEEN, Middle West Service 
Co., Chicago, IIl. 

DouGLas TONGE, American Electric 
Power Service Corp., New York, 
|, oe a 


A. M. WILDBERGER, Baltimore Gas and T 


Electric Co., Baltimore, Md. 
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EEI Representatives on Joint Committees 
and Committees of Other Or ganizations 


Part I—Joint Committees 


AIR CONDITIONING AND REFRIGERATING 
EQUIPMENT (ARI/EEI/NEMA) 

J. W. ANDERSON (Chmn.),* Philadelphia Electric Co. 

BrYCE BRADY, Oklahoma Gas and Electric Co. 

E. A. FISHER, Union Electric Co. 

W. J. GOOGE, Southwestern Electric Power Co. 

J. GOSINSKI, Commonwealth Services, Inc. 

H. W. GRATE, The Cincinnati Gas & Electric Co. 

G. M. NASH, Central Hudson Gas & Electric Corp. 

C. K. PoarcH (Alt), EEI. 


BETTER LIGHT BETTER SIGHT BUREAU 
Executive Committee 
W. G. McKIE (Chmn.), 
Corp. 
E. O. GEORGE, The Detroit Edison Co. 
H. A. STRouD, Monongahela Power Co. 
J. T. COATSWORTH, EFI. 


Rochester Gas & Electric 


Lighting Information Committee 


W. A. STANNARD (Chmn.), Consumers Power Co. 

H. H. DROWN, Worcester County Electric Co. 

Mrs. MILDRED DITZEL, The Dayton Power & Light Co. 

Miss STELLA M. FETZER, The Cincinnati Gas & Electric 
Co. 

W. M. FREUDIGMAN, Narragansett Electric Co. 

R. K. LOTHROP, Southwestern Electric Power Co. 

W. H. ROLL, West Penn Power Co. 

J. 8S. C. Ross, Pacific Gas & Electric Co. 

H. M. WALNE, Dallas Power & Light Co. 


School Service Committee 


CHARLES D. BELL, Southern Colorado Power Co. 

D. E. BooTEs, The Dayton Power & Light Co. 

H. L. CUSHING, Appalachian Power Co. 

G. J. GILLEN, Consolidated Edison Co. of New York, 
Ine. 

B. J. JENSEN, Public Service Electric & Gas Co. 

MIss MELROSE FRANKLIN, Rochester Gas & Electric 
Corp. 

Mrs. E. THOMAS, Metropolitan Edison Co. 

J. H. WANSKA, Wisconsin Electric Power Co. 


Communications Committee 
C. D. HoLLIsTeER (Chmn.), Niagara Mohawk Power 
Corp. 
W. L. ByRNE, Ebasco Services Inc. 
M. A. HAVENHILL, Kansas City Power & Light Co. 
F. C. PEsveyc, Public Service Electric and Gas Co. 
F. C. SHERMER, Philadelphia Electric Co. 


College and University Service Committee 
P. M. ALDEN (Chmn.), Philadelphia Electric Co. 
C. A. STEVENS, Public Service Electric and Gas Co. 
R. H. Eppy, Columbus & Southern Ohio Electric Co. 


*“Chmn” indicates the chairman of the EEI representation on 
the joint committee. 





Rural Service Committee 
M. B. PENN (Chmn.), Alabama Power Co. 
P. R. SCHEPERS, Consumers Power Co. 
E. R. HEACOcK, Central Illinois Public Service Co. 


BITUMINOUS COAL RESEARCH, 
SEARCH ADVISORY COMMITTEE 
(AEIC/EEI/BCR) 
P. H. HARTUNG, Public Service Electric and Gas Co. 
T. M. HotcHkiIss, Southern California Edison Co. 


JOINT RE- 


COMMERCIAL COOKING DIVERSITY FACTOR 
(EEI/NEMA) 

W. R. MILBY (Chmn.), The Detroit Edison Co. 

L. T. CALE, Alabama Power Co. 

H. E. CARNEY, The Toledo Edison Co. 

J. C. MCKEARIN, Western Massachusetts Electric Co. 

C. E. SPEROW, Ohio Edison Co. 

H. R. STEVENSON, The Detroit Edison Co. 


COORDINATION COMMITTEE ON RADIO RECEP- 
TION (EEI/EIA/NEMA) 

G. P. FALLON (Chmn.), Baltimore Gas and Electric Co. 
. C. BARTLETT, American Electric Power Service Corp. 
. G. BLODGETT, The Detroit Edison Co. 
. F. GILLESPIE, Philadelphia Electric Co. 
. M. WEBB, The Hartford Electric Light Co. 
. K. PoaRcH (Alt.), EEI. 


Cabo Sg Os 


COORDINATION OF INSULATION 
(EEI/ATEE/NEMA) 
P. SPORN (Chmn.), 
Corp. 
L. R. GATy, Philadelphia Electric Co. 
J. R. NORTH, Commonwealth Services, Inc. 
R. E. PIERCE, Ebasco Services, Inc. 
H. K. SELS, Public Service Electric and Gas Co. 
H. R. STEWART, New England Power Service Corp. 
J. H. VIVIAN, Southern California Edison Co. 
E. WILD, Commonwealth Edison Co. 
H. E. KENT (Alt.), EEI. 


American Electric Power Service 


DISTRIBUTION CUTOUTS AND POWER FUSE 
STANDARDS (EEI/NEMA) 
E. T. CoupAL (Chmn.), Niagara Mohawk Power Corp. 
H. C. BINGHAM, The Cleveland Electric Illuminating 


B. Boyp, Georgia Power Co. 

. M. GroGANn, Long Island Lighting Co. 

. F. HENNESSY, Baltimore Gas and Electric Co. 
. D. STEVENS, Consumers Power Co. 

. L. WarRE, Virginia Electric and Power Co. 

. K. PoarcuH (Alt.), EEI. 
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DISTRIBUTION TRANSFORMERS, STANDARDS 
FOR (EEI/NEMA) 
E. V. SAYLES (Chmn.), Commonwealth Services, Inc. 
T. J. BROSNAN, Niagara Mohawk Power Corp. 
R. J. BENTZEL, American Electric Power Service Corp. 
H. L. DELONEY, Louisiana Power & Light Co. 
H. E. JuNG, Southern California Edison Co. 
C. K. PoarcuH (Alt.), EEI. 


Subcommittee on Standards for Underground 
Transformers 

J. A. PULSFORD (Chmn.), Public Service Electric 
and Gas Co. 


R. C. BLANKENBURG, Southern California Edison Co. 

F. B. MorGaNn, American Electric Power Service 
Corp. 

C. T. NICHOLSON, Niagara Mohawk Power Corp. 

E. F. NUEZEL, The Cincinnati Gas & Electric Co. 

C. P. XENIS, Consolidated Edison Co. of New York, 
Inc. 

C. K. PoarcH (Alt.), EET. 


ELECTRIC INDUSTRY COORDINATING GROUP 


J. R. HARTMAN, The Cincinnati Gas & Electric Co. 

E. O. GEORGE, The Detroit Edison Co. 

P. D. Brooks, American Electric Power Service Corp. 
G. W. OUSLER, Duquesne Light Co. 


ELECTRIC WATER HEATERS (EEI/NEMA) 


P. D. Brooks (Chmn}, American Electric Power Ser- 
vice Corp. 

T. G. AYERS, Commonwealth Edison Co. 

E. O. GEORGE, The Detroit Edison Co. 

R. C. HIENTON, The Cleveland Electric Illuminating 

Co. 

. E. SKINNER, Union Electric Co. 

. B. TayLor, Atlantic City Electric Co. 

. C. WESTRATE, Commonwealth Services, Inc. 

’» M. WALLACE, JR., Georgia Power Co. 

C. A. WILLIAMS, The United Illuminating Co. 


ELECTRONIC ACCOUNTING MACHINE PROJECT 
STEERING COMMITTEE (AGA/EEI) 
WALTER OTT (Chmn), The Cincinnati Gas & Electric 
Co. 
J. D. ELLIOTT, The Detroit Edison Co. 
F. J. PoRTER, JR., Consolidated Edison Co. of New 
York, Inc. 


HEAT PUMP (AEIC/EEI) 


E. R. AMBROSE (Chmn), American Electric Power Ser- 
vice Corp. 

H. F. CARR, Baltimore Gas and Electric Co. 

R. F. ForBEs, Indianapolis Power & Light Co. 

E. A. FREUND, Union Electric Co. 

W. F. FRIEND, Ebasco Services, Inc. 

T. W. FULLER, Pacific Gas & Electric Co. 

E. L. GATES, Middle West Service Corp. 

G. C. HALL, Florida Power Corp. 

S. HINRICHS, Kansas Power & Light Co. 

B. KNOX, Virginia Electric and Power Co. 

W. MEGLEY, Boston Edison Co. 
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G. M. NASH, Central Hudson Gas & Electric Corp. 
H. R. SETZE, Georgia Power Co. 


HEAT STORAGE MATERIALS AND METHODS 
PROJECT STEERING COMMITTEE (AEIC/EEI) 
E. R. AMBROSE, American Electric Power Service Corp, 
G. M. NAsuH, Central Hudson Gas & Electric Corp. 


HIGH VOLTAGE CABLE PROJECT STEERING 
COMMITTEE (AEIC/EEI) 


G. P. ADAMS, Niagara Mohawk Power Corp. 
L. G. SMITH, Baltimore Gas and Electric Co. 


HIGHER SECONDARY AND UTILIZATION VOLT. 
AGES (EEI/NEMA) 

T. C. DUNCAN (Chmn), Consolidated Edison Co. of 

New York, Inc. 

DAVID BuRNS, The Detroit Edison Co. 

F. A. Cox, Commonwealth Edison Co. 

H. F. HoEBEL, American Electric Power Service Corp. 

L. G. SMITH, Baltimore Gas and Electric Co. 

F. JOSBERGER (Alt), Long Island Lighting Co. 


THE INDUSTRIAL ELECTRIFICATION COUNCIL 


Executive Committee 
J. R. HARTMAN (Chmn), The Cincinnati Gas & Electric 
Co. 
E. O. GEORGE, The Detroit Edison Co. 
E. A. WILSON, Alabama Power Co. 


Treasurer 
JOHN B. TAYLOR, Atlantic City Electric Co. 


Planning Committee 
A. D. SPILLMAN, Philadelphia Electric Co. 
FRANK E. WIATT, The Cincinnati Gas & Electric Co. 


Industrial Electric Heating Division 
Steering Committee 
F. F. DICKMANN (Chmn), West Penn Power Co. 
A. L. BISBEE, The Hartford Electric Light Co. 
R. W. WYMAN, The Cleveland Electric Illuminating Co. 


Metal Sheath Electric Heating Committee 
A. L. BISBEE (Chmn), The Hartford Electric Light Co. 
W. E. CAMERON, Pennsylvania Power & Light Co. 


Heat Processing Committee 
R. W. WYMAN (Chmn), The Cleveland Electric II- 
luminating Co. 
G. M. ALLEN, The Detroit Edison Co. 


Industrial Electric Comfort and Space Heating Com- 
mittee 

H. W. McLARNEY (Chmn.), Union Electric Co. 

W. H. STEINHAUER, The Toledo Edison Co. 

J. C. ZEILER, Indiana & Michigan Electric Co. 


Industrial Electric Power Distribution Division 


Steering Committee 
R. R. JOHNSON (Chmn), Duquesne Light Co. 
B. R. ASKEW, Georgia Power Co. 
L. F. KIELSMEIER, Ohio Edison Co. 
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INDUSTRY COMMITTEE ON INTERIOR WIRING 
DESIGN 

H. R. STEVENSON, The Detroit Edison Co. 

E. A. BRAND, Niagara Mohawk Power Corp. 


INSTRUMENT TRANSFORMERS FOR METERING 
PURPOSES (AEIC/EEI/NEMA) 
G. B. M. RoBERTSON (Chmn), Philadelphia Electric Co. 
C. V. Morey, Consolidated Edison Co. of New York, 
Inc. 
A. T Hicains (Alt), EEI 


INSULATOR STANDARDS (EEI/NEMA) 
R. B. HAvourD (Chmn), Public Service Electric and 
Gas Co. 
C. B. DowNER, West Penn Power Co. 
C. K. PoarcnH (Alt.), EEI. 


JOINT ENGINEERING COMMITTEE (AAR/EEI) 

J. R. NortH (Chmn), Commonwealth Services, Inc. 

T. J. BROSNAN, Niagara Mohawk Power Corp. 

E. F. DISSMEYER, Ohio Edison Co. 

R. E. PIERCE, Ebasco Services Inc. 

H. P. St. CLair, American Electric Power Service 
Corp. 

H. K. SELS, Public Service Electric and Gas Co. 

Chairman of Transmission & Distribution Committee, 
Ex Officio 

H. E. KENT (Secy), EEI 


LEAKAGE CURRENTS (EEI/NEMA) 
J. A. BAUMGARTEN (Chmn), Public Service Electric 
and Gas Co. 
H. A. BROWN, Rochester Gas & Electric Corp. 
FRANK KAHN, Philadelphia Electric Co. 
F. E. SANFORD, Commonwealth Services, Inc. 
H. R. STEVENSON, The Detroit Edison Co. 
C. K. PoarcH (Alt), EEI 


METER MOUNTING AND TEST EQUIPMENT 
(AEIC/EEI/NEMA) 
G. B. M. ROBERTSON (Chmn), Philadelphia Electric Co. 
C. V. Morey, Consolidated Edison Co. of New York, 
Inc. 
A. T. HIGGINS (Alt), EET 


MOTOR STARTING CURRENTS (AEIC/EEI/NEMA) 
J. W. ANDERSON (Chmn), Philadelphia Electric Co. 
BrYCcE BrapDy, Oklahoma Gas and Electric Co. 

J. H. Foote, Commonwealth Services, Inc. 
G. M. NasH, Central Hudson Gas & Electric Corp. 
C. K. Poarcu (Alt), EEI 


MOUNTING BRACKETS (EEI/NEMA) 
W. A. SHAFER (Chmn), Virginia Electric and Power 
Co. 
A. D. BERTOLETT, Philadelphia Electric Co. 


J. A. SIEGFRIED, Pennsylvania Power & Light Co. 
C. K. Poarcn (Alt), EEI 
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NATIONAL COMMITTEE FOR UTILITIES RADIO 
(Joint with 17 Groups) 
S. C. BARTLETT, American Electric Power Service Corp. 
S. C. CLARINE, Southern California Edison Co. 
E. D. GLATZEL, The Detroit Edison Co. 


NATIONAL WIRING BUREAU 


Executive Committee 
M. I. ALLEN, Philadelphia Electric Co. 
W. T. RICHARDS, Indianapolis Power & Light Co. 


Residential Task Group 
ROBERT NEEL, The Cincinnati Gas & Electric Co. 
RICHARD C. FINN, Cambridge Electric Light Co. 


Commercial Task Group 
JAMES G. MCKEARIN, Western Massachusetts Electric 
Co. 
R. L. WEAVER, Philadelphia Electric Co. 
O. H. LASHLEY, JR., Potomac Edison Co. 


PLANT COORDINATION (EEI/Bell System) 


J. R. NORTH (Chmn), Commonwealth Services, Inc. 

T. J. BROSNAN, Niagara Mohawk Power Corp. 

E. F. DISSMEYER, Ohio Edison Co. 

R. E. PIERCE, Ebasco Services, Inc. 

H. P. St. Cuatmr, American Electric Power Service 
Corp. 

H. K. SELs, Public Service Electric and Gas Co. 

Chairman of Transmission & Distribution Committee, 
Ex Officio 

H. E. KENT (Secy), EEI 


Subcommittee on Development and Research 
H. R. St. CLAIR (Chmn), American Electric Power 
Service Corp. 
Chairman of Transmission & Distribution Committee, 
Ex Officio 
C. K. PoARCH (Secy), EEI 


POLE LINE HARDWARE (EEI/NEMA) 


. E. TOPPING (Chmn), Consumers Power Co. 

. F. BisHop, Philadelphia Electric Co. 

. H. CLARK, Southern California Edison Co. 

. T. CouPAL, Niagara Mohawk Power Corp. 

C. DAFFRON, Virginia Electric and Power Co. 

. N. DILLER, Central Illinois Public Service Co. 

. M. GROGAN, Long Island Lighting Co. 

. T. HOFER, Public Service Co. of Colorado 

. L. JARCHOW, Northern States Power Co. 

. N. LUNDIN, The Connecticut Light & Power Co. 
H. PURINTON, New Orleans Public Service Inc. 
. H. WAGNER, American Electric Power Service Corp. 
A. C. VEROCK (Secy), Commonwealth Services, Inc. 


OM PARP RR EB OO 


POWER CIRCUIT BREAKERS (AEIC/EEI/NEMA) 
F. A. LANE (Chmn), American Electric Power Service 
Corp. 
R. G. MEYERAND, Union Electric Co. 
R. R. WacsTAFF, United Engineers & Constructors Inc. 
R. L. WEBB, Consolidated Edison Co. of New York, Inc. 
H. E. KENT (Alt), EET 
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STREET LIGHTING EQUIPMENT, STANDARDIZA- 
TION OF (EEI/NEMA) 

A. T. GREEN (Chmn), Niagara Mohawk Power Corp. 

E. M. CLARK, Rochester Gas & Electric Corp. 

G. R. COFFMAN, Texas Power & Light Co. 

A. B. CRAIG, Boston Edison Co. 

E. J. MARQUART, Ohio Edison Co. 

M. Losas, The Cleveland Electric Illuminating Co. 

V. H. MINKNER, Indianapolis Power & Light Co. 

R. G. SNIZEK, Long Island Lighting Co. 

C. E. WHITAKER, JR., Narragansett Electric Co. 

W. A. ZANDER, The Detroit Edison Co. 

Chairman of Street Lighting Committee, Commercial] 

Division, Ex Officio 


TIME-CURRENT CHARACTERISTICS OF OVER- 
CURRENT PROTECTIVE DEVICES (EEI/NEMA) 


H. P. SLEEPER (Chmn), Public Service Electric and 
Gas Co. 

F. E. SANFORD, Commonwealth Services Inc. 

C. P. XENIS, Consolidated Edison Co. of New York, 
Inc. 

A. T. Hiecins (Alt), EEI 
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TRANSFORMER NOISE (EEI/NEMA) 
L. J. GILL (Chmn), Pennsylvania Power & Light Co. 
J. F. BRACKEN, Commonwealth Edison Co. 
R. N. SOUTHGATE, Public Service Electric and Gas Co, 
C. P. XENIS, Consolidated Edison Co. of New York, 
Inc. 
A. T. HIGGINs (Alt), EEI 


VIBRATION IN HYDROELECTRIC POWER 
PLANTS (EEI/NEMA) 

G. J. VENCILL (Chmn), Union Electric Co. 

A. V. DIENHART, Northern States Power Co. 

T. C. STAVERT, Southern California Edison Co. 

G. R. STRANDBERG, Stone & Webster Engineering Corp. 


WATTHOUR AND DEMAND METERS (AEIC/EEI/ 
NEMA) 
G. B. M. ROBERTSON (Chmn), Philadelphia Electric Co. 
C. V. Morey, Consolidated Edison Co. of New York, 


Ine. 
A. T. Hiacins (Alt), EEI 


Part II—Committees of Other Organizations 


AMERICAN 
ENGINEERS 
Steering Group for Soil Thermal Resistivity Research 
Project 


H. E. Copy, The Cleveland Electric Illuminating Co. 


INSTITUTE OF ELECTRICAL 


AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS 


Air Pollution Control 
W. C. BEATTIE, Consolidated Edison Co. of New York, 
Inc. 


Corrosion and Deposits from Combustion Gases 
R. I. SMITH, Public Service Electric and Gas Co. 


Effect of Temperature on Properties of Metals 
(ASME/ASTM) 
R. A. BAKER, Public Service Electric and Gas Co. 


Fluid Meters 
W. W. WELCH, Long Island Lighting Co. 


High Temperature Steam Generation 
S. N. FIALA, American Electric Power Service Corp. 


Properties of Steam 
R. M. VANDUZER, The Detroit Edison Co. 


AMERICAN SOCIETY FOR TESTING MATERIALS 
A-1 Steel 

ELMER CLAPPER, Philadelphia Electric Co. 
A-10 Iron Chrome 

Vacant 


C-16 Therma] Insulating Materials 
C. M. WEINHFIMER, The Detroit Edison Co. 


D-2 Petroleum Products and Lubricants 
M. D. BAKER, West Penn Power Co. 


D-5 Coal and Coke 
A. D. BLATTER, Union Electric Co. 


D-7 Wood 
Technical Advisory Task Group of Subcom. VII on 
Wood Poles and Cross Arms (Wood Pole Research 
Project) 
L. J. JACOBI, The Detroit Edison Co. 


D-9 Electrical Insulating Materials 
R. G. CALL, American Electric Power Service Corp. 


D-19 Water for Industrial Uses 
F. U. NEAT, Baltimore Gas and Electric Co. 


D-22 Methods of Atmospheric Sampling and Analysis 
EK. F. Wotr, Baltimore Gas and Electric Co. 


AMERICAN STANDARDS ASSOCIATION (*) 
Electrical Standards Board 
M. W. PRATT, Niagara Mohawk Power Corp. 
H. W. CouLuIns, The Detroit Edison Co. 


H. E. KENT (Alt.), EEI. 
C. K. PoARCcH (Alt.), EEI. 





*Electric Light & Power Group representative. See page 31. 
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Mechanical Standards Board 
C. E. ANDERSON, New England Power Service Corp. 
G. E. WATKINS (Alt.), EEI. 


Nuclear Standards Board 
C. J. ZITEK, Commonwealth Edison Co. 
G. E. WATKINS (Alt.), EEI. 


Safety Standards Board 
W. T. ROGERS, Ebasco Services Inc. 
C. K. PoARCH (Alt.), EEI. 


Standards Council 
C. W. FRANKLIN, Consolidated Edison Co. of New 
York, Ince. 
E. R. MoorE, The Detroit Edison Co. 
E. V. SAYLES, Commonwealth Services, Inc. 
H. E. KENT (Alt.), EEI. 


U. S. National Committee Council of International 
Electrotechnical Commission 


H. W. CoLuIns, The Detroit Edison Co. 


Sectional Committees 
A-11—Code of Lighting Factories, Mills and Other 
Work Places 
R. W. WYMAN, The Cleveland Electric Illuminating Co. 


A-13—Scheme for Identification of Piping Systems 
C. A. DAUBER, The Cleveland Electric [lluminating Co. 
G. E. WATKINS (Alt.), EEI. 


A-14—-Safety Code for Ladders 
J. R. HANFORD, Public Service Electric and Gas Co. 
C. K. PoarcH (Alt.), EEI. 


A-23—Code for Lighting of School Buildings 
C. J. BERRY, Baltimore Gas and Electric Co. 
H. E. KENT (Alt.), EEI. 


A-60—Building Code Requirements for Signs and 
Outdoor Display Structures 
J. A. Morris, American Electric Power Service Corp. 
H. E. KENT (Alt.), EEI. 


A-85—Protective Lighting for Industrial Properties 
L. C. TWICHELL, Rochester Gas & Electric Corp. 


B-9—Safety Code for Mechanical Refrigeration 
S. S. SANFORD, The Detroit Edison Co. 
C. K. PoarcH (Alt.), EEI. 


B-16—Pipe Flanges and Fittings 
C. A. DAUBER, The Cleveland Electric Illuminating Co. 
H. L. WALKER, Central Houdson Gas & Electric Corp. 
G. E. WATKINS (Alt.), EEI. 


B-20—Safety Code for Conveyors and Conveying 
Machinery 
P. T. ONDERDONK, Consolidated Edison Co. of New 
York, Inc. 
C. K. PoarcH (Alt.), EEI. 
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B-31—Code for Pressure Piping 
R. G. KERN, Union Electric Co. 
E. H. KRIEG, Stone & Webster Engineering Corp. 
H. F. BEHRENS (Alt.), Commonwealth Services, Inc. 
G. E. WATKINS (Alt.), EEI. 


B-36—Standardization of Wrought Iron and 
Wrought Steel Pipe and Tubings 
H. F. BEHRENS, Commonwealth Services, Inc. 
C. A. DAUBER, The Cleveland Electric Illuminating Co. 
G. E. WATKINS (Alt.), EEI. 


B-38—Standards for Household Refrigerators 
C. D. BUCHHOLZ, Philadelphia Electric Co. 
C. K. PoarcH (Alt.), EEI. 


B-40—Pressure and Vacuum Gauges 
M. A. ENGLE, Pennsylvania Power & Light Co. 
G. E. WATKINS (Alt.), EEI. 


B-47—Shaft Couplings, Integrally Forged Flange 
Type for Hydroelectric Units 

E. B. STROWGER, Niagara Mohawk Power Corp. 

G. J. VENCILL, Union Flectric Co. 

G. E. WATKINS (Alt.), EEI. 


C-1—National Electrical Code 
Panel on Introduction: E. A. BRAND, Niagara Mohawk 
Power Corp. 
Panel 1: E. A. BRAND, Niagara Mohawk Power Corp. 
Panel 2: F. E. SANFORD, Commonwealth Services, Ine. 
G. J. YANDA (Alt.), The Cleveland Electric 
Illuminating Co. 
Panel 3: O. K. COLEMAN, Lafayette, Ind. 
J. A. Morris (Alt.), American Electric Pow- 
er Service Corp. 
Panel 4: R. B. SWALLOW, Public Service Electric and 
Gas Co. 
Panel 5: C. L. Luca, Ohio Power Co. 
O. K. COLEMAN (Alt.), Lafayette, Ind. 
Panel 6: H. R. STEVENSON, The Detroit Edison Co. 
W. R. MinBy (Alt.), The Detroit Edison Co. 
Panel 7: G. J. BRUNNER, The Cincinnati Gas & Elec- 
tric Co. 
Panel 8: J. L. ADAMS, Union Electric Co. 
Panel 9: R. J. ARTHUR, SR., Baltimore Gas and Electric 


Co. 

Panel 10: J. M. TURNBULL, Western Massachusetts 
Electric Co. 

Panel 11: G. B. M. ROBERTSON, Philadelphia Electric 
Co. 


R. E. L. SHIRLEY (Alt.), Georgia Power Co. 

Panel 12: C. S. ALGER, Puget Sound Power & Light 
Co. 

Panel 13: W. R. ALLEN, Consolidated Edison Co. of 
New York, Inc. 

Panel 14: M. W. McRAVEN, Houston Lighting & Pow- 
er Co. 

Panel 15: L. D. DAME, Southern California Edison 
Co. 

Panel 16: W. H. ABRAHAM, Pacific Gas & Eiectric Co. 

Panel 17: F. F. DICKMANN, West Penn Power Co. 
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C-2—National Electrical Safety Code 
T. J. BROSNAN, Niagara Mohawk Power Corp. 
C. K. PoarcuH (Alt.), EEI. 


C-6—Terminal Markings for Electrical Apparatus 
R. R. WacstaFF, United Engineers & Constructors Inc. 
A. T. Hiaains (Alt.), EET. 


C-7—Bare Electrical Conductors 
C. E. AMBELANG, Commonwealth Edison Co. 
D. HALLORAN (Alt.), Consolidated Edison Co. of New 
York, Inc. 


C-8—Insulated Wires and Cables 
G. E. DEAN, Public Service Electric and Gas Co. 
J. H. Foote, Commonwealth Services, Inc. 
H. HALPERIN, Commonwealth Edison Co. 
M. H. Pratt, Niagara Mohawk Power Corp. 
C. T. BLANKENBURG (Alt.), Southern California Edi- 
son Co. 
C. K. PoarcH (Alt.), EEI. 


C-12—Code for Electricity Meters 
R. B. SwALLow (Chmn.), Public Service Electric and 
Gas Co. 
A. W. RAUTH, Consumers Power Co. 
G. B. M. RoBERTSON, Philadelphia Electric Co. 
G. J. YANDA, The Cleveland Electric Hluminating Co. 
A. T. HiacGIns (Alt.), EEI. 


C-19—Industrial Control Apparatus 
J. A. HEFFERNAN, Public Service Electric and Gas Co. 
C. E. Pauwus, The Cleveland Electric Illuminating Co. 
A. T. Hiceins (Alt.), EET. 


C-29—Insulators for Electric Power Lines 
C. B. DowNER, West Penn Power Co. 
K. J. FALCK, Philadelphia Electric Co. 
E. L. JARRETT, Duquesne Light Co. 
M. H. PowE.u, Public Service Co. of Colorado. 
R. L. RorpEN, American Electric Power Service Corp. 
C. K. PoarcuH (Alt.), EEI. 


C-34—Mercury Arc Rectifiers 
H. P. St. Cuatr, American Electric Power Service 
Corp. 
C. K. PoarcH (Alt.), EEI. 


C-37—Power Switchgear 
J. H. Foote (Chmn.), Commonwealth Services, Inc. 
H. BARBER, New England Power Service Co. 
O. BAUHAN, Public Service Electric and Gas Co. 
R. G. MEYERAND, Union Electric Co. 
A. T. HIGGINS (Alt.), EEI. 


R. R. WacsTAFF (Alt.), United Engineers & Construc- 


tors Ine. 


C-39—Electrical Measuring Instruments 
G. F. WALTER, Public Service Testing Laboratories 
A. T. HIGGINS (Alt.), EEI. 


C-40—Storage Batteries 
O. B. BENSON, Boston Edison Co. 
P. B. WICKERSHAM, Philadelphia Electric Co. 
A. T. HIGcGINs (Alt.), EET. 
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C-42—Definitions of Electrical Terms 
H. E. KENT (Alt.), EEI. 


C-50—Rotating Electrical Machinery 
C. E. ASBuRY (Chmn.), Commonwealth Services, Ince. 
H. W. CoppDING, Public Service Electric and Gas Co. 
E. F. DISSMEYER, Ohio Edison Co. 
H. HALPERIN, Commonwealth Edison Co. 
J. W. JONES, Philadelphia Electric Co. 
R. W. GASKINS (Alt.), Union Electric Co. 
A. T. HIGGINS (Alt.), EEI. 
R. A. HuSE (Alt.), Public Service Electric and Gas Co, 
T. D. REIMERS (Alt.), Consolidated Edison Co. of New 

York, Inc. 


C-55—Capacitors 
F. M. Porter, American Electric Power Service Corp, 
A. T. HIGGINS (Alt.), EEI. 
L. M. ROBERTSON (Alt.), Public Service Co. of Colo- 
rado. 


C-57—Transformers, Regulators and Reactors 

J. R. NORTH (Chmn.), Commonwealth Services, Inc. 

L. J. GILL, Pennsylvania Power & Light Co. 

J. P. LEwts, Connecticut Power Co. 

J. S. PuGH, American Electric Power Service Corp. 

T. D. REIMERS, Consolidated Edison Co. of New York, 
Inc. 

E. V. SAYLES, Commonwealth Services, Inc. 

G. K. KALLENBACH (Alt.), Niagara Mohawk Power 
Corp. 

C. K. PoarcH (Alt.), EEI. 


C-59—Specifications and Methods of Test for Elec- 
trical Insulating Materials 
R. G. CALL, American Electric Power Service Corp. 
C. K. PoaRCH (Alt.), EET. 


C-62—Lightning Arresters 
E. F. DETURK (Chmn.), Long Island Lighting Co. 
H. R. ARMSTRONG, The Detroit Edison Co. 
W. S. Price, American Electric Power Service Corp. 
W. F. GRIFFARD (Alt.), Commonwealth Services, Inc. 
A. T. HIGGINS (Alt.), EEI. 
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C-63—Radio Electrical Coordination 
G. P. FALLON (Chmn.), Baltimore Gas and Electric Co. 
CORBETT MCLEAN, Pacific Power & Light Co. 
C. K. POARCH (Alt.), EEI. 


C-68—Sphere Gap Standards 
H. W. WICKHAM, Commonwealth Edison Co. 
H. E. KENT (Alt.), EFI. 


C-70—Household Electric Flatirons and Other Heat- 
Producing Portable Household Appliances 

J. A. BAUMGARTEN, Public Service Electric and Gas Co. 

H. A. Brown, Rochester Gas & Electric Corp. 

R. C. BRYCE, Philadelphia Electric Co. 

J. H. FOOTE, Commonwealth Services, Inc. 

H. R. STEVENSON, The Detroit Edison Co. 

C. K. PoarcnH (Alt.), EEI. 


C-71—Household Electric Ranges 
D. DEBARD, Stone & Webster, Inc. 
J. H. Foote, Commonwealth Services, Ine. 
C. K. PoARCH (Alt.), EEI. 
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¢-72—Electric Water Heaters 
C. M. TURNER (Chmn.), The Cincinnati Gas & Electric 
Co. 
J. F. Burt, Western Massachusetts Electric Co. 
J. H. Foote, Commonwealth Services, Inc. 
J. J. GORMAN, Philadelphia Electric Co. 
H. I. MILLER, Wisconsin Public Service Co. 
C. K. PoarcH (Alt.), FEI. 


C-73—Attachment Plugs and Receptacles 
J. M. TURNBULL, Western Massachusetts Electric Co. 
H. E. KENT (Alt.), EEI. 


C-76—Apparatus Bushing Standardization 
E. L. SCHLOTTERE (Chmn.), Philadelphia Electric Co. 
T. J. ALLEN, Georgia Power Co. 
J. H. VIVIAN, Southern California Edison Co. 
R. L. WHEELER, The Cleveland Electric Illuminating Co. 
A. T. HIGGINS (Alt.), EEI. 


C-78—Incandescent and Fluorescent Lamps 
J. KERR, JR., Public Service Electric and Gas Co. 
H. E. KENT (Alt.), EET. 


C-80—Steel Raceways for Electric Wiring Systems 
H. R. STEVENSON, The Detroit Edison Co. 
H. E. KENT (Alt.), EEI. 


C-81—Electric Lamp Bases and Holders 
J. M. TURNBULL, Western Massachusetts Electric Co. 
H. E. KENT (Alt.), EEI. 


C-82—Lamp Ballasts 
J. M. TURNBULL, Western Massachusetts Electric Co. 
H. E. KENT (Alt.), EEI. 


C-88—Resistance Welding Machines 
A. LAMEIKA, Consumers Power Co. 
C. K. PoarRcH (Alt.), EEI. 


D-15—Methods of Recording and Measuring Motor 
Transport Accident Experience 
E, H. WESSELS, JR., Western Massachusetts Electric 
Co. 
H. M. Serviss (Alt.), Long Island Lighting Co. 


J6—Rubber Protective Equipment for Electrical 
Workers 


I. R. DoHR, Consumers Power Co. 

N. Linpsay, Consolidated Edison Co. of New York, Inc. 
W. H. MEADE, Boston Edison Co. 

C. A. Coutts (Alt.), Northern States Power Co. 

C. K. PoaRCH (Alt.), EEI. 


N-S—Chemical Engineering for the Nuclear Field 
I. B. Dick, Consolidated Edison Co. of New York, Inc. 
G. E. WATKINS (Alt.), EEI. 


N-6—Nuclear Reactor Hazards 
J. J. Pozkr, Commonwealth Edison Co. 
G. E. WATKINS (Alt.), EEI. 


0-5—Specifications for Wood Poles 


7 C. E. AMBELANG, Commonwealth Edison Co. 
F. A. ASHBAUGH, West Penn Power Co. 
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F. B. DOOLITTLE (Alt.), Southern California Edison 
Co. 

L. J. JAcosBI (Alt.), The Detroit Edison Co. 

C. K. PoarcH (Alt.), EEI. 


S-1—Acoustics 
C. S. Murray, Consolidated Edison Co. of New York, 
Inc. 
C. K. Poarcu (Alt.), EEI. 


S-3—Bioacoustics 
C. S. MurRAyY, Consolidated Edison Co. of New York, 
Ine. 
C. K. PoarcH (Alt.), EEI. 


X-2—Standardization of Office Equipment 
J. P. WILLIAMSON, The Toledo Edison Co. 
A. E. Sorty (Alt.), EET. 


Y-32—Standardization of Graphical Symbols 
J. M. BARNES, Philadelphia Electric Co. 
C. K. PoaRcH (Alt.), EEI. 


Z-5—Ventilating Code 
S. S. SANFORD, The Detroit Edison Co. 


Z-11—Petroleum Products and Lubricants 
H. FARMER, Philadelphia Electric Co. 
H. E. KENT (Alt.), EEI. 


Z-12—Prevention of Dust Explosions 
G. E. WATKINS (Alt.), EEI. 


Z-16—Methods of Recording and Compiling Accident 
Statistics 

A. J. NAQUIN, New Orleans Public Service Ince. 

E. S. Evans (Alt.), EEI. 


Z-35—Specifications for Accident Prevention Signs 

J. P. SCHERER, Iowa-Illinois Gas & Electric Co. 

E. S. EVANS (Alt.), EEI. 
Z-41—Performance Requirements for Protective 
Occupational Footwear 

C. K. PoarcH (Alt.), EEI. 


Z-53—Safety Color Code for Marking Physical 
Hazards 

G. F. WALTER, Public Service Electric and Gas Co. 

C. K. PoARCH (Alt.), EEI. 


Z-56—Special Committee on Model Laws and Ordin- 
ances 


H. E. KENT (Alt.), EEI. 


Z-74—Fundamentals of Performance of Effluent Air 
and Gas Cleaning Equipment 

EF. F. Wor, Baltimore Gas and Electric Co. 

G. E. WATKINS (Alt.), EET. 


(NOTE: In ASA the Edison Electric Institute works 
jointly with the Association of Edison Illuminating 
Companies under the designation of “Electric Light & 
Power Group,” and on a number of committees there are 
representatives from both organizations. These repre- 
sentatives are known as “Electric Light & Power Group 
Representatives.”’) 
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ASSOCIATION OF AMERICAN RAILROADS 


Committee 13, Railway Electrification 
K. M. IRWIN, Philadelphia Electric Co. 
C. K. PoaRcH (Alt.), EET. 


ILLUMINATING ENGINEERING SOCIETY 


Street and Highway Lighting 
R. P. BROTZMAN, Philadelphia Electric Co. 


INTERNATIONAL ASSOCIATION OF ELECTRICAL 
INSPECTORS 


Advisory Committee of Standing Committee of Execu- 
tive Council 
E. A. BRAND, Niagara Mohawk Power Corp. 


NATIONAL CONFERENCE ON AIR POLLUTION 


Steering Committee 
E. F. Wo.LF, Baltimore Gas and Electric Co. 


NATIONAL FIRE PROTECTION ASSOCIATION 


Air Conditioning 
S. S. SANFORD, The Detroit Edison Co. 


Dust Explosion Hazards 
(Same as ASA Z-12, page 31) 


Electrical Field Service 
H. E. KENT, EEI. 


INSTITUTE BULLETIN 


October, 1958 


Machine Tool Electrical Standards 
R. E. L. SHIRLEY, Georgia Power Co. 


National Electrical Code 

Electrical Correlating Committee 
E. A. BRAND, Niagara Mohawk Power Corp. 
O. K. COLEMAN (Alt.), Lafayette, Ind. 


National Electrical Code 
Panels on Introduction and Nos. 1 to 17 inclusive 
(Same as ASA C-l, page 29) 


Ovens and Furnaces 
A. D. SPILLMAN, Philadelphia Electric Co. 


Special Extinguishing Methods 


Committee on Carbon Dioxide 
J. A. McGUCKIN, Philadelphia Electric Co. 


Committee on Water Spray 
E. L. BLAIR, Stone & Webster Engineering Corp. 


NATIONAL TECHNICAL TASK COMMITTEE ON 
INDUSTRIAL WASTES 

L. W. CADWALLADER, Potomac Electric Power Co. 

W. C. GUMPEL (Alt.), Monongahela Power Co. 


PRESIDENT’S CONFERENCE ON INDUSTRIAL 
SAFETY 
R. S. METZGER, The Toledo Edison Co. 
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Objectives of the Edison Electric Institute 


The advancement in the public service of the art of producing, 
transmitting, and distributing electricity and the promotion 
of scientific research in such field. 


The ascertainment and making available to the members and 
the public of factual information, data, and statistics relating 
to the electric industry. 


To aid its operating company members to generate and sell 

electric energy at the lowest possible price commensurate with 

safe and adequate service, giving due regard to the interests 
of consumer, investor, and employee. 














